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Documents. 
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SIZES OF PUBLICATIONS 
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small 4° under 6 inches high and width more than %% of height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE 75 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBCRIPTION PRICE $7.00 PER YEAR (INCLUDING INDEX) 
$1.75 ADDITIONAL FOR FOREIGN MAILING 
THIS ISSUE $4.50 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Aquatic and wetland plants of southwestern United States. (Environmental 
Protection Agency, Water pollution control research series 16030 DNL 
01/72.) $7.75. @ EP 1.16: 16030 DNL 01/72 

Attorney General’s first annual report, Federal law, enforcement and criminal 
justice assistance activities. (Justice Department.) $5.00. J 1.32/2 : 972 

Catalog of Federal education assistance programs, an indexed guide to the 
Federal Government’s programs offering educational benefits to the Amer- 
ican people, 1972. (Education Office, DHEW publication (OE) 72-183.) 
$3.25. @ HE 5.211 : 11035 

Competitive problems in the drug industry. (Small Business Select Committee, 
Senate, hearings, May 9, 10, June 21, and July 19, 1972.) $2.50. @ 

Y4.Sm 1/2: D 84/pt. 22 

Education system of Turkey. (Education Office, OE 14168, DHEW publication 
(OE) 72-130.) 15¢. @ HE 5.214: 14168 

Eutypella canker of maple. (Forest Service, Forest pest leaflet 136.) 10¢. @ 

A 138.52: 136 

Evaluation of yields of wel!s in consolidated rocks, Virginia to Maine. (Geologi- 
cal Survey, Water-supply paper 2021.) 65¢. @ 119.13 : 2021 

Height and weight of children, socioeconomic status, United States. (National 
Center for Health Statistics, Vital and health statistics series 11, no. 119.) 
$1.00. @ HE 20.2210: 11/119 

Indian health program of the U.S. Public Health Service. (Health Services and 
Mental Health Administration, DHEW publication (HSM) 72-504.) 50¢. @ 

HE 20.2002 : In 2/2 

Know your money. (Secret Service.) 40¢. @ T 34.2: M 74/972 

Merit, Red Rock, and Potomac, tomato varieties adapted to mechanical har- 
vesting. (Agriculture Department, Production research report 144.) 20¢. @ 

A 1.84: 144 

Nutrition, growth and development of North American Indian children. 
(National Institute of Child and Human Deveolpment, DHEW publication 
(NIH) 72-26.) $1.25. @ HB 20.3352: In 2 

Occupational outlook for college graduates, 1972-73 edition. (Labor Statistics 
Bureau, Bulletin 1730.) $2.00. © L 2.3: 17380 

Pacesetting year for personnel management, U.S. Civil Service Commission 
annual report, 1971. (Civil Service Commission.) $1.00. @ CS 1.1: 971 

Phenylketonuria, an inherited metabolic disorder associated with mental 
retardation. (Maternal and Child Health Service, DHEW publication (HSM) 
72-5704, revised 1972.) 25¢. @ HB 20.2752 : P 52/2 

Practices of low-income families in feeding infants and small children with 
particular attention to cultural subgroups, proceedings of a national work- 
shop. (Maternal and Child Health Service, DHEW publication (HSM) 
72-5605.) $1.25. @ HE 20.2752 : L 95 

Private and commercial pilot flight test guide, gyroplane. (Flight Standards 
Service, AC 61-30A, revised 1972.) 30¢. @ TD 4.408 : G 99/972 

Private pilot written test guide. (Flight Standards Service, AC 61-32A, revised 
1971.) $1.75. ©@ TD 4.408 : P 64/971 

Psychotropic drugs and related compounds. (National Institute of Mental 
Health, DHEW publication (HSM) 72-9074, second edition, 1972.) $7.50. @ 

HE 20.2402 : P 95/8 

Remote sensing of the troposphere. (Environmental Research Laboratories.) 
$9.00. @ C 55.602 : T 75 

Report on national growth, 1972. (Domestic Council, Executive Office of the 
President.) 45¢. @ Prix 15.9 : 972 





IV GovERNMENT PUBLICATIONS 


Role of giant corporations: part 2, Corporate secrecy, overviews. (Small Busi- 
ness Select Committee, Senate, hearings, Nov. 9 and 12, 1971.) 75¢. @ 
Y 4.8m 1/2: C 81/pt. 2 
Selection and use of wood products for home and farm building. (Agriculture 
Department, Agriculture information bulletin 311.) 60¢. @ A1.75:311/2 
States of North Africa in the 1970’s. (Foreign Affairs Committee, House, joint 
hearing, Jul. 18, 19, and Aug. 2, 1972.) $1.00. @ Y4.F 76/1: Af 8/12 
Stress-corrosion cracking in high strength steels and in titanium and aluminum 
alloys. (Naval Research Office.) $8.25. @ D 210.2: St8 
Syncrisis, the dynamics of health, an analytic series on the interactions of 
health and socioeconomic development, IV, Philippines. (Health, Educa- 
tion, and Welfare Department, DHEW publication (OS) 72-34.) $1.25. @ 
HE 1.42: P53 
There are lots of safety belt myths, why not consider the truths. (National 
Highway Traffic Safety Administration.) 10¢, $5.00/100. @ TD 8.:Sai1/3 
Tomato diseases and their control. (Agriculture Department, Agriculture hand- 
book 203, revised 1972.) 70¢. @ A 1.76: 208/972 
Transition, a guide to retirement. (State Department.) 35¢. @ 
S$ 1.40/2: T 68/2 
Transportation noise and its control. (Transportation Department.) 70¢. @ 
TD 1.2: N69 
United States immigration laws, general information. (Immigration and 
Naturalization Service, M-50, revised Feb. 1972.) 20¢. @ J 21.5/2: Im 6/972 
U.S.-Soviet commercial relationships in a new era. (Commerce Department.) 
75¢. @ 01.2: 0 78/14 
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Abbreviations 





add addition, addendum, 
addenda. 


smontment, amend- 
ments. 


appendix, appendixes, 
book, books. 

chapter, chapters. 
Congress. 

Department. 
document. 

facsim facsimile, facsimiles. 
fy fiscal year. 

G.H.A Greenwich hour angle. 
H House. 


House concurrent reso- 
lution 


House document. 


House executive docu- 
ment. 


House joint resolution. 


- House of Representa- 
tives, House bill. 


House resolution. 
House report. 


illustration, illustra- 
tions. 


inch, inches. 
latitude. 
longitude. 









































no date. 


number, numbers, 
-- page, pages. 
pages of plates. 
paragraph, para- 
graphs. 


plate, plates. 
portrait, portraits, 


- Senate, Senate bill. 





Senate concurrent reso- 
lution. 


Senate document. 





Senate executive docu- 
ment. 

Senate executive re- 
port. 


Senate joint resolution. 
Senate resolution. 
Senate report. 

section, sections. 





Statutes at large. 
supplement. 
table, tables. 
Treasury. 
— volumes, 





mile. 
bbreviations for the names of States, months, etc., are also used. 
pay en of the symbols used to designate sizes of publications is given on the 
inside of the front cover. 





Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents, 


yr 





General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 


vir 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the National Technical Information Service are indicated by a farad (®) 
preceding the price. A black dot (@) indicates that the publication has been, of 
will be, sent to depository libraries. A dagger (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (t) indicates that the document is printed for official use and is 
not obtainable. Wher additional information concerning the method of procuring 
a document seems necessary, it will be found under the name of the bureau by 
which it was published. 

In ordering a publication from the Superintendent of Documents, give the name 
of the publishing department, bureau, or agency, the titie, the classification num- 
ber which is added to the entry at the extreme right, and the stock number (if 
given following the price). Order Congressional documents and reports by the 
title, together with the document or report number and the Congress, e.g., H. Doc. 
108, 88th Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address the 
order to Superintendent of Documents, Government Printing Office, Washington, 
DC 20402. 

Persons who make frequent purchases from the Superintendert of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
chirge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Public Documents Department. The shilling mark 
(/) separates what ordinarily would be superior or inferior numbers or letters. 
It is not practicable to print these numbers or letters as superiors or inferiors 
in the Monthly Catalog. 





New Classification Numbers 
Assigned January-December 1972 


Norts.—New classes appearing for the first time in this issue of the Monthly Catalog 


are listed in italics. 





A 17.21: CT 
A 57.6/4: nos 





A 67.89: nos 





A 85.15/2: date. 





A 85.16: nos 





A 88.11/21: date. 





A 88.12/81: nos 





A 88.51: date. 





A 88.52: nos. 





A 92.18/11: date. 





A 100.10: nos_ 





A 1011: date. 





A 101.2: CT. 





:-.5: Reserved 
[on 





101.10 : nos. 





101.11: CT 





A 101.12: date 





A 101.14: nos 





National Agricultural Library. 
Press releases. 
Soil Conservation Service. 
Conservation guide sheets (numbered). 
Foreign Agricultural Service. 
Agricultural trade policy, ATP (series). 
Commodity Exchange Authority. 

Monthly commodity futures statistics, on fu- 
tures trading in commodities regulated under 
commodity exchange act. 

Market survey reports. 

Agricultural Marketing Service. 

Average premiums and discounts for CCC set- 
tlement purposes for offers received, grade 
and staple differences. 

Fresh fruit and vegetable unloads FVUS 
(series). 

Norge.—HEarlier publications classed in C & MS 
series, A 88.40/2 :(nos.). 

Molasses market new, market summary (an- 
nual 

2. —See, for earlier publications, A 88.40/2: 

2/ (date). 

ae ane economic reports. 
Nots.—See, for earlier class, A 93.28 :(nos.). 


Statistical Reporting Service. 
Mink production, pelts produced in [calendar 
year]. 
Foreign Economic Development Service. 
FEDS staff papers (numbered). 
Animal and Plant Health Inspection Service. 
Annual report. 


Genenal publications. 
®.—See, for earlier publications, A 77.202:, 
A ie 7302 |. 


Regulations, rules, and instructions. 


Ror economic insect report (weekly). 
—See, for earlier class, A 77.324 :(V.nos.& 


aps (series). 
Plant quarantine import requirements of [vari- 
ous countries]. 
Norg.—See, for earlier class, A 77.329 :(CT). 
Animal pl morniaity report (mon thly). 
OTE.—See, for earlier class, A 77.229 :(date). 
Veterinary biologics notices. 
oTE.—See, for earlier class, A 77.226/3:(nos.). 


x 





x 


AA 1.1: date 


GovERNMENT PUBLICATIONS 


Action. 
Annual report 





General publications. 





AA 19: date 


VISTA fact book (monthly). 





AA 1.10: v.nos.& nos... 


AA 1.12: date 


(a a .—See, for earlier class, 

ate 

Transition, a magazine for former Action vol- 
unteers (monthly). 

Bi-annual statistical summary. 


PrEx 10. 21: 





AA 2.1: date 


Older Americans Volunteer Programs. 
Annual report. 





AA 2.2: CT 


General publications. 





AA 3.1: date 


National Student Volunteer Program. 
Annual report. 





AA 3.2: CT 


General publications. 





AA 8.8: -.7: Reserved 
AA 3.8: CT 





AA 89: 
AA 4.1: date 


v.nos.& nos... 


Handbooks, manuals, guides. 
Synergist. 

Peace Corps. 
Annual report. 





AA 4.2: OT 


Nots.—See, for earlier class, S 19.1 : (date). 





C 1.57/38 : date 


.... General publications. 
Norg.—See, for earlier class, S 19.2 :(CT). 
Commerce Department. 
National roster of minority professional con- 





C 1.61: date 


sulting service. 
Interagency Auditor Training Center bulletin. 





C 3.223/17 : date/nos___ 


C 3.247 : nos 


Notr.—Issued by the Interagency Auditor Train- 
ing Center, Washington, D.C. 
Census Bureau. 
Employment profiles for selected low-income 
areas, PHC (3) (series). 
DAUList (series). 





C 13.10/2: date/nos 


C 21.15/2: nos_ 


C 41.112/4: date. 


National Bureau of Standards. 
Measurement users bulletin, supplemerit to NBS 
special publication 250. 
Patent Office. 
Trademark examining procedure 
(numbered). 
Domestic Commerce Bureau. 
Aluminum metal supply, and shipments of 


directive 





O 46.27: OT. 


products to consumers (millions of pounds). 
oTp.—See, for earlier publications, C 41.2: 

Al 8/4/ (date). 

Beonomic Development Administration. 





C 55.14: v.nos.& nos 


C 55.14/a: CT 


Urban business profiles (series). 
National Oceanic and Atmospheric Administra- 
tion. 


NOAA (quarterly ). 
Norn.—Replaces ESSA (quarterly), (C 52.14: 
v.nos.& nos.). 
NOAA (separates). 





C 55.16/2 : date 


Federal plan for meteorological services and 





C 55.21: nos 


supporting research, fiscal year. 
Norn. ee, for earlier class, C 52.17 :(date). 
International Field Year for Great Lakes: 





C 55.22: nos 


IFYGL builetin. 
NOAA atlases (numbered). 





C 55.24: CT 


Addresses. 





C 55.25 : nos 


none. _ pootaasional pa 





C 55.70: date. 


an mi publications C 52.20: 


Ry 
National Oceanographic Instrumentation Center. 
National Oceanographic Instrumentation Cen- 


, for 





C 55.78 : letters-nos_____ 


C 55.108/8 : nos 


ter: Tests in progress sheets nl Gearteriy 


otn.—See, for earlier class, D 
Technical bulletins. 
National Weather Service. 
Forecasters handbooks. 


32 : (date). 





Norz.—See, for earlier class, C 30.6/4:(nos.). 





C 55.110/4 : nos. 





C 55.114: date. 





C 55.116 : nos 





C 55.117 : v.nos 





C 55.121: nos 





C 55.216/44: v.nos.& nos 
C 55.217/2 : date 





C 55.218 : date/nos 





C 55.220/2 : date. 
C 55.220/3 : date 





C 55.223 : nos- 





C 55.224: date 








C 55.315 : CT. 
C 55.316: nos 





C 55.417 : nos 





C 56.418/3 : date 


C 55.418/4: date 


C 55.426 : 


C 55.610: 
OC 55.611: 


C 55.612: 


C 55.690 : date 


C 55.691 : CT 





C 56.1: date- 





C 56.2: CT. 





C 56.101: date 





C 56.102: CT: 


C 56.108 : -.109 : Reserved 
C 56.109/2 : date. 





Decemprr 1972 xI 


Daily weather and river bulletin, Albuquerque, 


New Mexico. 
Nots.—See, for earlier class, C 30.54/4:(nos.). 


Pacific Northwest monthly precipitation and 


temperature. 
Notg.—See, for earlier class, C 30.62/3 :(date). 


Engineering bits and fax. 
Nots.—Issued by the Engineering Division. 


Daly river stages. 
Notre.—See, for earlier class, C 30.24 :(v.nos.). 
Training papers (numbered). 
Environmental Data Service. 
Hourly precipitation data : Puerto Rico. 
Local climatological data, Washington, D.C. 
Dulles International Airport. 
Ionospheric data (monthly). 
World Data Center A, Oceanography: Cata- 
logue of accessioned Soviet publications. 
World Data Center A, Oceanography: Oceano- 
graphical data exchange. 
Notn.—See, for earlier class, NS 1.32 :(date). 
Abstracts of earthquake reports for United 
States, MSA-—(series). 
Notg.—See, for earlier class, C 55.417 :(nos.). 
Interim lists of periodicals in collection of 
Atmospheric Science Library and Marine and 
Earth Science Library. 
National Marine Fisheries Service. 
Posters. 
Statistical digest. 
Nore.—See, for earlier class I 49,32 :(nos.). 
National Ocean Survey. 
Abstracts of earthquake reports for United 
States, MSA-—(series). 
Notre.—See, for earlier class, C 4.42 :(nos.). 
Latest editions of U.S. Air Force aeronautical 
charts. 
Notgr.—See for earlier class, C 4.9/13—2: (date). 
Military fields United States, instrument ap- 
proach procedure charts, dates of latest 
editions. 
Nots.—See, for earlier class, C 4.9/22 :(date). 
EDR [Earthquake data report] series. 
Environmental Research Laboratories. 
Antarctic seismological bulletin, MSI-(series). 
Notr.—See, for earlier class, C 55.414 :(nos.). 
Earthquake information bulletin. 
a — for earlier class, C 55.410:(v.nos. 
Collected reprints, Atlantic Oceanographic and 
Meteorological Laboratories (annual). 
Nots#.—See, for earlier class, C 52.23: 
Collected reprints of Wave Propagation Labora- 


tory. 
National Earthquake Information Center. 
Preliminary determination of epicenters, 
monthly listing. 
Notre.—See, for earlier class, C 55,412 : (date). 
National Earthquake Information Center: 
Publications. 
Social and Economic Statistics Administration. 
Annual report. 
General publications. 
Beonomic Analysis Bureau. 
Annual report. 
Note.—See, for earlier class, C 43.1 : (date). 


General publications. 
Nots.—See, for earlier class, C 43.2:(CT). 


Business statistics, weekly supplement to Sur- 


va of current business. 
Norn.—See, for earlier class, C 48.8/2:(date). 





xr GovERNMENT PURLICATIONS 


C 56.112 : P-nos./nos_ 


C 56.201 : date. 





C 56.202: CT 





C 56.208 : —.206 : Reserved 
C 56.207 : date—nos 


C 56.209/2 : nos 





C 56.210: FT—-nos 





C 56.210/2 : date 





C 56.211 : Reserved 
C 56.211/2: nos 





C 56.211/4: nos 








C 56.212: nos 


C 56.212/2: date/nos 
C 56.213 : nos 





C 56.214: Reserved 
C 56.215: nos 





C 56.215/2: nos 





C 56.216 : letters-nos 


C 56.217 : Reserved 
C 56.218 : P-nos./nos 


C 56.219 : —.219/7 : Reserved 
C 56.219/8 : nos 





C 56.220: CT 





C 56.221 : letters-nos 


C 56.222 :—.225 : Reserved 
C 56.226 : nos./nos 


C 56.227 : date. 





OC 56.227/2 :date 





O 56.227/8 :date 


C 56.228 : nos 





C 56.229 : nos 





C 56.281 : nos 





International population statistics report series 
{eames rs). 
Norn.—See, for earlier class, C 3.205: P-90/ 
(nos.). 


Census Bureau. 


Annual report. 

Nors.—See, for earlier class, C 3.1:(date). 
General publications. 

Nots#.—See, for earlier class, C 3.2:(CT). 


Press releases, 
Notn.—See, for earlier class, C 3.209 :(date). 
Government employment, GE (series). 
Note.—See, for earlier class, C 3.140/2:(date). 


U.S. foreign trade FT—( series). 
— for earlier class, C 3.164 :(FT—nos.& 


date). 
Guide to foreign trade statistics (annual). 
Notg.—See, for earlier publications, C 3.6/2 
¥F 76/ (date). 


Construction reports: New Seer homes 
sold and for sale, C 25—(series). 
Notn.—See, for earlier class, C 3.215/9 :(Mos.). 
Construction reports: Housing authorized by 
building permits and public contracts, C 40- 
(series). 
Notr.—See, for earlier class, C 3.215/4 :(nos.). 
Data access description : Collection, evaluation, 
and processing series CEP—(nos.). 
Notp.—See, for earlier class, C 3.240/5 :(nos.). 
Census users bulletins. 
Congressional district data, CDD-(series). 
oTE.—See, for earlier class, C 3.134/4 :(nos.). 


Technical notes. 
Notg.—See, for earlier class, C 3.212/2:(nos.). 
Technical papers. 
Note.—See, for earlier class, C 3.212 :(nos.). 
Current industrial reports. 
; laa for earlier class, C 3.158 :(letters- 
nos.). 


Current population reports, series P-—(nos.& 
nos.). 

tiie for earlier class, C 3.186 :(P—nos.& 

nos.). 


Current business reports: a food, stock, 
pack, shipments, B 1—(series 
Notrn.—See, for earlier class, y 3.189 : (date). 
Census use studies. 
Notg.—See, for earlier class, C 3.244:(nos.). 
Annual survey of manufactures: M (date) 
(AS) (series). 
— for earlier class, C 3.24/9 :(letters- 
nos.). 


Series ISP. 
Notp.—See, for earlier publications, C 3.205/3: 
(no./no.). 
Census of agriculture: Area reports. 
Nors.—See, for earlier class, C 3.31/4 :(date). 
Census of Agriculture: Special reports. 
Notp.—See, for earlier class, C 3.31/5 :(date). 
Census of Agriculture: Final volumes [other 
than Area repor‘s and Special reports.] 
Note.—See, for earlier class, C 3.31/12 :(date). 
ntespeise statistics, series ES (nos 
Norge.—See, for earlier class, C 3. 230: : (date). 
Working papers (numbered). 
Notr.—See, for earlier class, C 3.214 :(nos.). 
State and local government special studies. 
Norg.—See, for earlier class, C 3.145 :(nos.). 





C 56.282 : 





C 56.233 : 





C 56.235 : 





C 56.236 : 
C 56.237: 


C 56.241: 








C 56.242 :nos 


CC 1.36/2: 





CO 1.37/38: 





CC 1.39/2: 





CS 1.74/2: v.nos.& nos 


D 1.10/5: v.nos.& nos 
D 1.10/6: date 


D 5.109: CT. 





D 12.8/2: nos 





D 14.1: date 





D 14.2: OT 





D 14.3 :-.8 : Reserved 
D 14.8/2: nos 





D 14.9: nos 





D 14.10: nos 





D 14.11: nos 





D 101.71: date 





D 101.72: Reserved 
D 101.78: v.nos.& nos 


D 108.59 : nos 





D 108.115 : v.nos.& nos. 


D 201.6/14 : date. 





D 201.20: nos 





D 207.14: OT. 





D 207.101: date 


D PT IG8: CP nc cecnnne — 
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U.S. commodity exports and imports as related 
to output, series BS 2. 
NOTE. ee, for earlier class, C 3.229 :(nos.). 
County business patterns, CBP—(series). 
Notgn.—See, for earlier class, C 3.204 :(nos.). 
Census tract papers, GH—40 (series -s). 
Nots.—See, for earlier class, C 3.227/2 :(nos.). 
Census of mineral industries: Publications. 
Computerized geographic my) | series GE 60. 
Note.-—See, for earlier class, C 3.246 :(nos.). 
DAUList (series). 
Notg.—-See, for earlier class, C 3.247 :(nos.). 
United States maps, GE—50 (series). 
Note.—See for earlier class, C 3.62/4 :(nos.). 
Federal Communications Commission. 
Common carrier actions, reports, public notices. 
Experimental actions, reports, public notices. 
Safety and special actions, reports, public 
notices. 
Civil Service Commission. 
Women in action, and information summary for 
the Federal women’s program. 
Defense Department. 
Dialog, for the Service Education Officer. 
USAFI correcpondence courses offered by par- 
ticipating colleges and universities (PC&U) 
through United States Armed Forces Insti- 
tute. 
Notz.—Earlier editions numbered with DOD 
pamphlets and classified D 2.14 :(nos.). 
Defense Communications Agency. 
National Military Command Systems Informa- 
tion Processing System 360. 
National Guard Bureau. 
Technician personnel pamphlets. 
Defense Civil Preparedness Agency. 
Annual report. 
Nots.—See for earlier class D 119.1 : (date). 
General publications. 
Notw.—See, for earlier class, D 119.2:(CT). 


Student manual, SM (series). 

Notr.—See, for earlier class, D 119.8/8 :(nos.). 
Technical reports. 

Norz.——See for earlier class, D 119.9 :(nos.). 
Miscellaneous publications MP (series). 

Notr.—See, for earlier class, D 119.11 :(nos.). 
HS- (series). 

orr.—See, for earlier class, D 119.15 :(nos.). 
Army ‘Depsitment. 

Arrowhead (monthty). 

Nors.—lIssued_b; 


‘Ses Developments 
Command, Fort B oir 4 


Military chaplains’ review (quarterly). 


Engineers Corps. 


U.S. Army a District, Los Angeles: Re- 
ports (numbered). 
Engineer “froued by 
Nots.—iIssued by U.S. Army Dngineer School, 
Fort Belvoir, 


Navy alg 
Survey of procurement statistics (quarterly). 
MC reports (numbered). 
lWorm.—Sponsored by Maury Center for Ocean 
Science. 
Naval Operations Office. 
Excerpts from slide presentations by Office of 
Chief of Naval Operations. 
Naval Technical Training Command. 
Annual report. 
General publications, 





XIV GoveRNMENT PusBLiIOaTIONS 


D 207.108 : -.107 : Reserved 


D 207.108: OT. 





D 207.109: noe. 

















D 211.22: v.nos.& nos.__._.._-. 





D 218.9: nos. 


D 220.10: CT 





D 220.11: date. 





EP 1.3/2: v.nos.& nos._._.._...- 


BP 15: CT 





EP 1.14/2: date. 





HP 1.16: nos.& letters.___.__. = 


EP 1.16/2: CT. 





EP 1.17: nos 





EP 1.18: v.nos.& nos_ 


EP 1.19: date 





HP 1.22: nos. 





EP 2.3/2: letters-nos 
EP 2.17: date 





EP 2.20: date. 





EP 2.22: date 








EP 2.23: nos 


EP 4.14 :-.14/2: Reserved 
HP 4.15: OT 





EP 5.8: OT. 





EP 6.3 :—.8: Reserved 
EP 6.9: v.nos.& nos 


Handbooks, manuals, guides. 
Modular individualized learning for electronics 
training, MIL (series). 
Naval Training Command. 
Annual report. 
General publications. 


Handbooks, manuals, guides. 

Rate training manuals. 
Naval Ship Systems Command. 

Faceplate (quarterly). 
Oceanographer of the Navy. 

Fomges (numbered). 

oTn.—See, for earlier class, PrHx 12.9 :(nos.). 

Naval Weather Service Command. 

Summary of synoptic meteorological observa- 


Annual typhoon report. 
Norn.—Issued by Fleet Weather Central/Joint 
Typhoon Warning Center. 
Environmental Protection Agency. 
BPA citizens’ bulletin. 


Laws. 
Western Environmental Research Laboratory : 
Annual 


Water pollution control research series. 
Notzn.—See, for earlier class, EP 2.10 :(nos.& 


letters 
Conference in matters of pollution of navigable 
waters, proceedings 
Nors.—tTitle varies. See, for earlier publications, 
EP 2.2:(CT). 
Solid waste management series, SW-—(nos.). 
Pm... Notre.—See, for earlier publications, EP 3. 
asses. 
Accession bulletin, solid waste information re- 
trieval system. 
p — for earlier class, EP 3.3/2 :(v.nos. 
nos.). 
Pacific Northwest Water Laboratory : Quarterly 
report. 
Note.—See, for earlier class, EP 2.22 : (date). 
Alaska Water Laboratory, College, Alaska : Re- 
ports (numbered). 
Water Programs Office. 
Technical bulletins. 
Inventory municipal waste facilities in United 
States. 
Notgn.—See, for earlier class, I 67.22 :(date). 
Sewage facilities construction [annual]. 
Nors.—See, for earlier class, I 67.11 : (date). 
Pacific Northwest Water Laboratory: Quar- 
terly Di report. 
Nor. for later class, BP 1.19:(date). See 
Entry 2923 in "February 1972 Monthly Catalog. 
vor oe pagers (numbered). 
ee, for earlier class, I 67.23 :(nos.). 
Air svessene Office. 


Real property owned by the Federal Govern- 
ment in [various states]. 
Pesticides Programs Office. 
Handbooks, manuals, and guides. 
Radiation Programs Office. 





EP 6.10/2: nos 





EP 7.9: date 








FHL 1.12/2: date 


FT 1.25: date 





GS 1.19: nos 





GS 2.16: nos 








GS 4.20/2: nos 


GS 11.9/2: nos. 


HE 1.41: date 





HE 5.92: date. 





HE 17.6: CT 





HE 17.25: nos 








HE 17.119: date. 
HE 17.119/2: date. 





HE 17.121 : date-nos. 
HE 17.617/4: date. 





HE 17.641: date 





HE 17.644: date. 





HE 17.645 : date. 





HB 17.811 : date. 








HE 20.14: date. 


H® 20.2019 : date. 
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ORP/SID [Surveillance and Inspection Divi- 
ston} (series). 
™.—See, for earlier class, FS 2.814/8 :(nos.), 
BEY DEE (series). 
Technology Transfer. 

Technology transfer, the bridge between re- 
search and use. 

Federal Home Loan Bank Board. 

FHLB system S & LA’s combined financial 
statements; Savings and home financing 
source book. 

Federal Trade Commission. 

Calendar. 

General Services Administration. 

Consumer information series. 

Federal Supply Service. 
Consumer information series. 
National Archives and Records Service. 

Contents and price list for microfilm publica- 
tions. 

Consumer Product Information Coordinating 
Center. 

New for consumers, highlights of new Federal 
consumer publications. 

Health, Education, and Welfare Department. 

Dany oe sttipetions to [various institutions]. 

for earlier publications, HH 1.2: 
Bas wavdatey "HE 20. 3002 : M 46/2(date). 
Hducation Office. 

Higher education personnel training programs, 
fellowship programs. 

Social and Rehabilitation Service. 
Regulations, rules, and instructions. 
Research reports. 

Rehabilitation Services Administration. 

State vocational rehabilitation agency program 
data, fiscal year. 

State vocational rehabilitation agency, fact 
sheet booklet. 

Special reports. 

National Center for Social Statistics. 

Vendor payments for medical care under public 
assistance, by program and type of service, 
NCSS report B-7. 

Applications, cases approved, and cases discon- 
tinued for public assistance, NCSS report 
A-9 (quarterly). 

Fair hearings in public assistance, NCSS report 
B-8. 


Children served by public welfare agencies and 
voluntary child welfare agencies in institu- 
tions, NCSS report B-9. 

Youth Development and Delinquency Prevention 
Administration. 

Grants, Juvenile delinquency prevention and 
control act. 

Nors.—See, for earlier class, HH 17.21 :(date). 
Public Health Service. 

Conference of tSate sanitary engineers, report 
of proceedings. 

( some— See, for earlier class, HE 20.1010: 
Health Services and Mental Health Administra- 
tion. 


Health consequences of sm: 
Nors.—See, for earlier class, 2.809 : (date). 





XVI 


HE 20.2051 : date. 





HE 20.2052 : OT. 





HE 20.2111 : nos 





HE 20.2118/2 : CT_-.._.....-- 


20.28090/14 : nos 





HE B 20.2502: 2809 : Reserved 
H® 20.2810 : nos. 





HE 20.2851 : date. 





HE 20.2852 : CT. 





HE 20.2859 : nos. 





HE 20.2909 : v.nos.& nos 


SE Sees: OF... eee 


HE 20.3108/2 : nos. 





HB 20.3114/3 : CT 
HE 20.3116 : CT 





H® 20.3167 : v.nos.& pt.nos___- 


HE 20.3513/2 : nos 





HE 20.3610/2 : date. 
HB 20.3617 : v.nos.& nos 


HE 20.3709/2: date 





HB 20.4016 : CT: 


HE 20.4113: no 


HP 21.9/2: v.nos.& nos 


CUR) 


HH 1.46: nos. 





11.96 : date. 
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Health Maintenance Organization Service. 
Annual report. 
General publications. 
National Center for Health Services Research and 
Development. 
HSRD briefs (numbered). 
Bibliographies and lists of publications. 
Center for Disease Control. 
Center for Disease Control diphtheria surveil- 
lance, reports. 
Bibliographies and lists of publications. 
National Institute of Mental Health. 
Social seminar discussion guides. 
National Institute of Occupational Safety and 
Health. 
Annual report. 
General publications. 


OH-—(series). 
Community Environmental Management Bureau. 
Annual report. 
Nots.—See, for earlier class, HE 20.1801 : (date). 
General publications. 
Norr.—See, for earlier class, HE 20.1802:(CT). 
Injury Control Research Laboratory, ICRL-RR 
(series). 
Nots.—See, for earlier class, HE 20.1809 :(nos.). 
National Center for Family Planning Services. 
Family planning digest (bimonthly). 
National Institutes of Health. 
Regulations, rules, and instructions. 
Health Manpower Education Bureau. 
Practical guide series (numbered). 
Heaith manpower clearinghouse series. 
YOU-IN, youth opportunities unlimited in 


nursing. 
National Cancer Institute. 
Viral tumorigenesis report (semiannual). 
National Institute of Neurological Disease and 
Stroke. 
Biblio-profile on human communication and its 


disorders, capsule state-of-the-art reports 
with bibliographies. 
National Library of Medicine. 
Bibliography of medical reviews (cumulations). 
oT®.—See, for earlier class, FS 2.209/2:(date). 
Ousiat bibliography of epidemiology. 
John BH. Fogarty International Center for Ad- 
vanced Study in the Health Sciences. 
National Institutes of Health international 
awards for biomedical research and research 
training, fiscal year. 
Food and Drug Administration. 


Bibliographies and lists of publications. 
Notr.—See, for earlier class, HE 20.1241 :(CT). 

Radiological Health Bureau. 
ees ped (series). 

Norr.—See, for earlier class, HE 20.1512 :(ne. ). 

Child Development Office. 
Children today. 

ee Children, 
nos.). 

Housing and Urban Development Department. 
HUD international information sources series. 
Community development evaluation series. 

Interior Department. 

Towards improved health and safety for Amer- 
ica’s coal miners, annual report of Secretary 
of Interior. 


HE 21.9 :(v.nos.& 





11.96/2: date 





11.96/3 : date 





1 19.14/5: date 


1 19.53/4: nos 
I 19.59/2: CT 





I 27.45/38: OT- 


I 28.45/4: date. 





I 28.115 : date 


T 29.78: nos 





J 1.20/2: CT 
J 1.33/4: date 


J 1.40: nos 





J 1.41: nos 





J 24.13: CT 





J 24.14: nos 





L1.7/7: CT 
L1.51/3: date 





L 2.99 : date. 








L 35.6/2: CT 


L 35.3 : —.8: Reserved 
L 85.9: v.nos.& nos 


L 85.9/a : CT 





L 35.12: nos 





L 86.1: date 
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Administration of Federal metal and non- 
metallic mine safety act, annual report of 
Secretary of Interior. 

Annual report of Secretary of Interior under 
Mining and minerals policy act. 

Geological Survey. 

New reports by Geological Survey about water 
in Pacific Northwest. 

NotTge.—See, for earlier publications, I 19.14/2: 
W 29/10/ (date). 

Water information series reports. 

Evaluation of steamflow-data programs in [var- 
ious States]. 

“wae for earlier publication, I 19.2: St 

Glaciological notes. 

Notge.—Issued by World Data Center A, Glaciol- 
ogy-U.S. Geological Survey, 1305 Tacoma Avenue 
South, Tacoma, Washington 98402. 

Reclamation Bureau. 

Power O. and M. reports, field review of opera- 

tion and maintenance. 
Mines Bureau. 

Fuel oils by sulfur content, monthly. 

Bureau of Mines research, summary of signifi- 
cant results in mining metallurgy and energy 
(annual). 

National Park Service. 

Urban ecology series. 

Justice Department. 

Bibliographies and lists of publications. 

LEAA news release. 

Criminal justice agencies. 

Statistical technical reports. 

Notse.—Issued by National Institute of Law 
Enforcement and Criminal Justice. 

Law enforcement standards program, LESP- 
RPT (series). 

Notgr.—Issued by the National Institute of Law 
Enforcement and Criminal Justice. 

Narcotics and Dangerous Drugs Bureau. 

Community drug abuse prevention program 
series (unnumbered). 

SCID-TR-(series). 

Addresses. 

BNDD personnel management series. 

Labor Department. 
Eatveviewing guides for specific aa. 
Notr.—See, for earlier class, L 7.54:(CT). 

Digest and index of published pro aa of 
Assistant Secretary of Labor for Labor-Man- 
agement Relations pursuant to BHxecutive 
order 11491 as amended. 

Public Sector Labor Relations Information 
Hxchange [rublications]. 

Norw.—See, for earlier publications, and L 
1.7/2: class. 

Labor Statistics Bureau. 


Digest of selected pension plans. 
Notg.—See, for earlier ialieation, L 2.3 : 1597. 


Occupational Safety and Health Administration. 
Occupational safety and health regulations. 


Satay standards (bimonthly). 
oTn.—See, for earlier class, L 16.84 :(v.nos.& 


op 
Safety standards (separates). 


Norn.—See, for earlier class, L 16.34/a :(CT). 


Mastiime safety digest: Shipyards. 
Nors.—See, for earlier class, L 16.47/38 :(nos.). 


Bmployment Standards Administration. 
. Annual report. 
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L 36.2: CT. 





L 36.8:-.8: Reserved 
L 36.9: date 





L 36.10: nos. 





L 36.208 : -.205 : Reserved 
L 36.205 /2 : date. 





L 36.208: CT: 





LC 30.16 : nos 





NAS 1.7/8: date. 





NAS 1.12/4: nos. 





NCU 15: CT 





NCU 16: CT. 





P 1.12/5b: trans.no____-.-_. 


P1.12/6: date. 





Prbx 2.19: date. 





PrEx 13.11: date. 





PrEx 14.1/2: date 
Prix 14.9: v.nos.& nos 


Prbx 14.10: v.nos.& nos 
Prbx 16.8: CT 





PrEx 17.1: date 





Prbx 17.2: CT. 





Prbx 17.3: -.6: Reserved 
Prbx 17.7: date 





PrEx 17.8: Reserved 
PrEx 17.9: date 





PrEx 18.1: date. 





PrEx 18.2: CT 





PrEx 18.3 :—-.8: Reserved 
PrEx 18.9: date 





S 18.42: nos 





SI 1.35 : date 





SI 1.36 : v.nos.& issue 





General publications. 


Minimum wage and maximum hours standards 
under the Fair Labor Standards Act. 
Norg.—See, for earlier class, L 22.31 :(date). 
Labor law series. 
Notz.—See, for earlier class, L 16.50/2:(nos.). 


Wage and Hour Division. 


Federal labor laws. 
Norz.—See, for earlier class, L 22.5/2:(date). 
Handbooks, manuals, des. 
Notsn.—See, for earlier class, L 22.83 :(CT). 
Library of Congress. 
CIP, cataloging in publication, progress report. 
National Aeronautics and Space Administration. 
Aeronautics update. 
Jet Propulsion Laboratory, California Insti- 
tute of Technology : JPL/HR series. 
National Credit Union Administration. 


ws. 
Nots.—See, for earlier class, FS 3.305 :(CT) 


Regulations, rules and instructions 
NotTs cite, for earlier class, FS 3 306: (CT). 


United States Postal Service. 
Postal service manual, Chapter 5, Transporta- 


tion. 
Postal contracting manual. 
Budget and Management Office. 
Proceedings of Federal management improve- 
ment conference (annual). 
se Clearinghouse for Drug Abuse Informa- 
on. 
Tune in, drug abuse news for broadcasters— 
about broadcasting. 
Council on Environmental Quality. 
Citizens’ Advisory Committee on Environmen- 
tal Quality, annual report. 
Pestieties » mentoring journal (quarterly). 
—WSee, for ier class, Pr 37.8 : En 8/P 43/ 
PR. cok nos.). 
102 monitor (monthly). 
Consumer Affairs Office. 
Handbooks, manuals, guides. 
Cost of Living Council. 
Annual report. 
General publications. 


Cost of Living Council news. 
Economic stabilization program quarterly re 


ports. 
Telecommunications Policy Office. 
Annual report. 
General publications. 


Annual report on activities and accomplish- 
ments under the Communications satellite 
act of 1962. 

International Development Agency. 

AID-OST (series). 

Smithsonian Institution. 
Calendar of Smithsonian Institution. 


RIF muwiatier. 

Norn.—Issued Reading Is Fundamental, 
qutineonian Tectitution Arts Sad Industries Bldg. 
Washington, 2 

Internal Revenue Service. 
Press releases. 





T 28.11: CT. 





T 348: CT 





TD 1.106/3 : nos 





TD 1.121: nos 





TD 2.18: date 
TD 2.23: date 








TD 2.28: date 


TD 2.29: date 





TD 2.30: nos__ 





TD 2.31: nos 








TD 4.22/2: date 


TD 4.32/4: nos 
TD 4.40: date. 





TD 4.41: date 





TD 4.110: date. 





TD 5.16/2: date 





TD 5.19/38: date. 


TD 8.5: Reserved 


TD 8.5/2: v.nos.& nos 





TD 8.12/3: date 


Y 3.At 7: 33-3/date 


Y 3.H 62: 1/date 





Y3.H 62:2 CT 





Y 3.M 33/2: 1/date 


Y¥3.M 33/2: 2 CT: 


Y 3.M 69/2 : 1/date 


Y 3.M 69/2: 2 CT. 


Y 3.0b 7 : 10/v.nos. 








Y 3.P 98 : 1/date 


Y3.T 64: 1/date 





Y3.T 64:2 CT. 





DecemBer 1972 


Mint Bureau. 

Addresses. 
Secret Service. 

Handbooks, manuals, guides. 
Savings Bond Division. 

The bond teller. 
Transportation Department. 

Transportation topics for consumers, from Of- 
fice of Consumer Affairs (quarterly). 

National Transportation Safety Board. 

Safety recommendations. 

NTSB-AAS-—(series). 

Federal Highway Administration. 

Highway transportation. 

Highway statistics (annual). 

Notn.—See, for earlier class, TD 2.110 :(date). 

Federal aid highway relocation assistance and 
payment statistics for calendar year. 

Note.—See, for earlier publication, TD 2.102: 
R 27/968-—69. 

Annual reports on urban area traffic operations 
improvement (TOPICS) and demonstration 
fringe parking programs. 

Report FHWA-RD-(series). 

Nationwide personal transportation study re- 

rts. 


ports. 
Federal Aviation Administration. 
Annual report of operations under ‘‘rport and 
airway development act. 
Report FAA-AV-(series). 
FAA training programs, annual report. 
Financial report. 
Airports Service. 
Airports Service, Standards Division index of 
advisory circulars. 
Coast Guard. 
United States Coast Guard Academy : Bulletin 
of information. 
Register of military personnel in Washington, 
D.C., area. 
National Highway Traffic Safety Administration. 


Traffic laws commentary. 
Highway and traffic safety (annual). 
Atomic Energy Commission. 
AEC news release indexes. 
Advisory Council on Historic Preservation. 
Report. 
General publications. 
Marihuana and Drug Abuse Commission. 
Report. 
General publications. 
Missouri River Basin Commission. 


Report. 
General publications. 

Obscenity and Pornography Commission. 
Technical reports. 

Price Commission. 


Report. 
General publications. 
Tennessee Valley Authority. 
National Fertilizer Development Center: 
Bulletins. 
National Tourism Resources Review Commission. 
Annual report. 
General publications. 





GovERNMENT PUBLICATIONS 


White House Conference on Industrial World 
Ahead. 


Y3.W 58/17: 9 CT 
Discontinued Series 


Consumer and Marketing Service. 
A 88.26/8 : v.nos.& nos Agricultural marketing (bimonthly). 
—— with v. 16, no. 6, July 
Commerce Department. 
C 1.58/8 : date List of State designated agencies, officials and 


working contracts (irre “lar). 
_ .—Discontinued wi. issue dated Jan. 1, 








1 
C 1.59: nos. Tonoapherie ie, protictions (monthly). 
continued as a mont ly publication 
with ~~ 103. Replaced by Telecommunications Re- 
search and En rie eport, Ionospheric predic- 
tions, OT-TR 
Civil Aeronautics eoaee. 
C 81.241/2: v.nos.& nos Air carrier analytical charts and summaries 


including supplemental air carrier statistics 


uarter! 
(quart  —_—- with v. 12, no. 1, dated 
Mar. 1970. 


Domestic Commerce Bureau. 
C 41.11: v.nos.& nos Marketing information guide, annotated bibli- 
ography monthly). 
Nots.—Discontinued with vol. 18, no. 11-12, 
Nov.—Dec. 1971. 
International Commerce Bureau. 
C 42.8/8 : date ay eo commerce, automated index 


‘ee a with Jan.—Mar. 1970 issue. 
National Technical Information Service. 
C 51.9/2 : v.nos.& nos Government reports index, quarterly cumula- 
tive. 
Notz.—Discontinued with y. 71, no. 7-12, 
tions 1-8, 2d qtr. index, dated Apr.—June 1971. 
Replaced by a new annual issue. 
Environmental Data Service. 
C 55.208 : date Environmental data bulletin (bimonthly). 

Notz.—Discontinued with June 1971 issue. In- 
formation incorporated in Environmental Data 
Service, C 55.222 : (date). 

National Oceanographic Data Center. 
Newsletter (monthly). 

Nors.—Discontinued with June 1971 issue. In- 
formation incorporated in Environmental Data 
Service, C 55.222: 

Defense Departmen 
D1.10/5: v.nos.& nos. Dialog, for the Reins education officer (ir- 











r 

OT".—Discontinued with v. 1, no. 4. 

D 7.6/2 : 6-2,6-3/sec.A/supp. 

nos. Federal item identification guides for supply 

cataloging: pt. 2, Description patterns and 

pt. 8, Reference drawings, sec. A, supple- 

ments (Cataloging handbooks H 6-2 and 
H 6-8) (irregular). 

Notsz.—Discontinued with final supplement issue. 

No. 186, dated Oct. 8, 1971, was last numbered 

issue received. 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. B, supple- 
ments (Cataloging handbooks H 6-2 and H 
os) (irregular). 
wt OTE.—Discontinued with no. 98, dated Oct. 8, 





D 7.6/2 : 6-2,6-3/sec.B/supp. 
NOS. 








D 7.6/2 : 6-2,6-3/sec.C/supp. 


nos. 





D 7.6/2 : 6-2,6-3/sec.D/supp. 


nos 





D 7.6/2 : 6-2,6-3/sec.E/supp. 


nos. 





D 7.6/2 : 6-2,6-3/sec.F/supp. 
nos. 





D 7.6/2 : 6-2,6-3,/sec.G/supp. 


nos. 





D 7.6/2 : 6-2,6-3/sec.H/supp. 


nos. 





D 7.6/2 :6—-2,6-3/sec.I/supp. 
nos. 





D 7.6/2 : 6-2,6-3/sec.J/supp. 





D 7.8: 1(date) /supp.nos 


DecemsBer 1972 xxI 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. C, supple- 
ments (Cataloging handbooks H 6-2 and H 
+) (irregular). 

Norg.—Discontinued with no. 85, Oct, 1971. 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. D, supple- 
ments (Cataloging handbooks H 62 and 
H6-3) (irregular). 

— with no. 84, dated Oct. 8, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. HE, supple- 
ments (Cataloging handbooks H 6-2 and H 
6-3) (irregular). 
es with no. 89, dated Oct. 8, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. F, supple- 
ments (Cataloging handbooks H 6-2 and 
H6-3) (irregular). 

_—_e with no. 55, dated Oct. 1, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 8, Reference drawings, sec, G, supple- 
ments (Cataloging handbooks H 6-2 and 


H6-3) (irregular). 
on .— Discontinued with no. 118, dated Oct. 8, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 3, Reference drawings, sec. H supple- 
ments (Cataloging handbooks H 6-2 and 
H6-3) (irregular). 
we” .— Discontinued with no. 84, dated Oct. 8, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 8, Reference drawings, sec. I, supple- 
ments (Cataloging handbooks H 62 and 


H6-3) (irregular). 
wee .—Discontinued with no. 136, dated Oct. 8, 


Federal item identification guides for supply 
cataloging: pt. 2, Description patterns and 
pt. 8, Reference drawings, sec. J supple- 
ments (Cataloging handbooks H 62 and 
H 6-8) (irregular). 
wee —Discontinued with no. 76, dated Oct. 8, 

Federal item identification guides for supply 
cataloging, pt. 1, Indexes, supplements 
(Cstalegs handbook H 6-1) (bimonthly ). 

sah De pe Ta and Pelee Oat 
= ie ns aoe HS, sec. A and Cataloging hand- 





xXxII GoveRNMENT PUBLIOATIONS 


D 301.69/6-2 : date/nos___._ _ 


FHL 1.8/2: date 





FP 1.25: v.nos.& nos 


HE 1.31: nos 





HE 20.2411 : 
HE 20.2416: 








HB 20.8312 : v.nos.& nos 








HE 20.3509 : v.nos.& nos. 


HE 21.9: v.nos.& nos 
I 19.29/2: nos 


I 19.43: nos 
119.54: date 











I 27.10/4: date_ 





J 1.35/2: nos 





SI 1.23: v.nos.& nos 


TC 1.25/4: nos 





Air Force Department. 
Air Force research review (bimonthly). 
Notp.—Discontinued with May—Dec. 1971 issue. 
Federal Home Loan Bank Board. 
Real estate foreclosure report (quarterly). 
Notr.—Discontinued with the issue for the ist 
x uarter, 1970. The statistics are now included in 
ederal Home Loan Bank Board journal. 


Federal Power Commission. 


News Digest (daily). 
NorTs.—Discontinued with issue dated Oct. 1, 


1971. 
Health, Education, and Welfare Department. 


Grants adininistration report (irregular). 
— with no. 9, dated Apr. 
National Institute of Mental Health. 
Ocoupational mental health notes (irregular). 
oTe.—Discontinued with June 1970 issue. 
Drag Copenianee (irregular 
Norg.—Discontinued with ssue no. 5, Oct. 1970. 
National Institute of Arthritis and Metabolic 
Diseases. 


Arthritis and rheumatic diseases abstracts 
(monthly). 
Nortsz.—Discontinued with completion of v. 6. 
Nationai Institute of Child Health and Human 
Development. 
Adult development and aging abstracts (irreg- 
ular). 
with no. exp. 7. 
Reproduction and population research ab- 
stracts. (irregular). 
Nors.—Discontinued with exp. 5, 1970 issue. 
National Institute of Neurological Diseases and 
Stroke. 
new abstracts (monthly). 
oTH.—Discontinued with completion of v. 3. 
Child Sasanenment Office. 
Children (bimonthly). 
Nore.—Discontinued with v. 18, no. 6, dated 
Nov.—Dec. 1971. Replaced by Children today. 
Geological Survey. 
Hawaiian volcano observatory (quarterly). 
Notw.—Discontinued with no. 56, Oct.—Dec. 1969. 
Geophysical abstracts (monthly). 
Notgr.—Discontinued with Dec. 1971 issue. 
Abstracts of North American’ geology 
(monthly). 
NotTr.—Discontinued with Dec. 1971 issue Rec- 
lamation Bureau. 
Reclamation Bureau. 
Library accessions (monthly). 
Nore.—Discontinued with Nov. 1971 issue. 
No longer issued as a separate publication. 
Justice Department. 
LEEP [Law enforcement education program] 
newsletter (monthly). 
Notx.— Discontinued. 
Smithsonian Institution. 
Smithsonian journal of history (quarterly). 
Notg.—Discontinued with v. 3, no. 4, Winter 
1968-69. 
Tariff Commission. 
Preliminary report on U.S. production and sales 
of plastics and resin materials, 8.0.C. series 
P {mene a 
scontinued with no. 71-72, dated 
Feb. “6, 1972. 
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Corrections for Previous Monthly Catalogs 


Feb. 1972, Entry 2005. Federal reclamation projects, water & land resource ac- 
complishments, 1970. [1971.] vii+50 p. il. 4° + @ Item 663—-A I 27.55:970 
Insert this entry in proper sequence. 

May 1972. Entry 6921, Correct heading to read: Consumer information series. 
(Federal Supply Service.) @ Item 558—A-2 GS 2.16:(nos.). 

June 1972. Entry 8758, Report of 2d international technical conference on 
experimental safety vehicles . . . Oct. 26-29, 1971. Correct class to read TD 
8.16 : 971-2. 

July 1972. Entry 9812, Correct heading to read: Consumer information series. 
(Federal Supply Service.) @ Item 558-A-2 GS 2.16:(nos.). 

Aug. 1972. Entry 11348, National ee for Mental Health Information. 
Correct class to read HE 20.2402: N 21 

Oct. 1972. Entry 12748, Department of Interior and related agencies appropria- 

tions for fiscal year 1978. Correct L.C. card number to read 72-602208. 





List of Government Authors 


Beginning 
entry 


Action 14274 
Peace Corps_-_--- 
Agriculture Department. 
Agricultural Marketing Service 
Agricultural Research Service 
Agricultural Stabilization and Conservation Service 
Heonomic Research Service 
Farmer Cooperative Service 
Foreign Agricultural Service 
Forest Service_- 
Rural Electrification Administration 
Soil Conservation Service 
Statistical Reporting. Service 
Atomic Energy Commission-_ 
Civil Aeronautics Board 
Civil Rights Commission 
Civil Service Commission 
Commerce Department__ 
Domestic Commerce Bureau_ 
Economic Development Administration 
International Commerce Bureau 
Maritime Administration : 
National Bureau of Standards - sabia 
National Oceanic and Atmospheric Administration 
Environmental Data Service 
National Ocean Survey 
National Oceanographic Instrumentation Center 
National Technical Information Service 
Patent Office 
Social and Economic Statistics Administration 
Census Bureau 
United States Travel Service 
Congress 
Heonomic Joint Committee 
House of Representatives 
Agriculture Committee 
Appropriations Committee 
Armed Services Committee. 
Banking and Currency Committee 
Education and Labor Committee___ 
Foreign Affairs Committee 
Interior and Insular Affairs Committee. 
Internal Security Committee 
Interstate and Foreign Commerce Committee. 
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Congress—Continued 
House of Representatives—Continued = 
Judiciary Committee 14620 
Merchant Marine and Fisheries Committee 14625 
Post Office and Civil Service Committee -- 14627 
Public Works Committee 14630 
Science and Astronautics Committee .- 14683 
Veterans’ Affairs Committee. 
Ways and Means Committee 
Internal Revenue Taxation Joint Committee 14639A 
Reduction of Federal Expenditures Joint Committee. 14639B 
Senate 14640 
Aeronautical and Space Sciences Committee 14716 
Agriculture and Forestry Committee 14717 
Appropriations Committee 14719 
Banking, Housing, and Urban Affairs Committee 14722 
Commerce Committee 14724 
District of Columbia Committee 14728 
Equal Educational Opportunity, Select Committee on. 14729 
Finance Committee 147381 
Foreign Relations Committee___ 14735 
Interior and Insular Affairs Committee 14736 
Judiciary Committee 14741 
Labor and Public Welfare Committee 14745 
Nutrition and Human Needs, Select Committee on 14751 
Public Works Committee 14752 
Rules and Administration Committee 14753 
Small Business, Select Committee on 14754 
Defense Department 14765 
Air Force Department 14807 
Air Force Academy 
Army Department 
Army Medical Department 
Engineers Corps 
Defense Civil Preparedness Agency 
Joint Chiefs of Staff. 
National Guard Bureau 
Navy Department 
Medicine and Surgery Bureau 
Naval BDlectronic Systems Command 
Naval Operations Office 
Naval Technical Training Command 
Naval Training Command 
Naval Personnel Bureau 
Naval Research Office 
District of Columbia 
Environmental Protection Agency 
Air Programs Office 
Technology Transfer 
Water Programs Office 
Equal Employment Opportunity Commission 
Export-Import Bank of United States 
Farm Credit Administration 
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Federal Communications Commission 
Federal Home Loan Bank Board 
Federal Power Commission 
Federal Reserve System Board of Governors 
Federal Trade Commission 
General Accounting Office 
General Services Administration_ 
Federal Supply Service 
National Archives and Records Service 
Government Printing Office 
Public Documents Department 
Health, Education, and Welfare Department_ 
Education Office 
Public Health Service 
Food and Drug Administration 
Health Services and Mental Health Administration 
Community Environmental Management Bureau 
National Center for Health Statistics 
National Institute of Mental Health____ 
National Institutes of Health 
Health Manpower Education Bureau 
National Institute of Allergy and Infectious Diseases 
National Institute of Neurological Diseases and Stroke 
Social and Rehabilitation Service 
Rehabilitation Services Administration 
Social Security Administration- 
Housing and Urban Development Department. 
Interior Department__ 
Bonneville Power Administration- 
Coal Research Office 
Fish and Wildlife Service 
Sport Fisheries and Wildlife Bureau 
Geographic Names Board 
Geological Survey 
Mines Bureau 
National Park Service 
Oil and Gas Office 
Reclamation Bureau 
Interstate Commerce Commission_ 
Joint Publications Research Service. 
Justice Department 
Federal Bureau of Investigation 
Narcotics and Dangerous Drugs Bureau 
Prisons Bureau 
Labor Department___ 
Employment Standards Administration 
Wage and Hour Division 
Women’s Bureau 
Labor Statistics Bureau 
Manpower Administration 
Apprenticeship and Training Bureau 
Occupational Safety and Health Administration_ 
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ACTION 
806 Connecticut Avenue NW., Washington, DC 20525 


Notn.—ACTION was created as an independent agency within the executive 

branch of government under the provisions of Reorganization Plan 1 of 1971, 
effective July 1, 1971, and Executive Order 11603 of June 30, 1971. 

14274 Bi-annual statistical sumary, 10/PG, [Peace Corps] Volunteer records, 

June 30, 1972. [1972.] cover title, i+52 p. 4° ¢ AA 1.12: 972 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Notp.—See also Consumer and Marketing Service. The name of Consumer and 
aeons Service was changed to Agricultural Marketing Service, effective April 2, 


14275 Cottonseed quality, crop of 1971. Aug. 1972. cover title, 31 p. il. 4° [Table 
of contents on p. 2 of cover.] + Agricultural Marketing Service, Market 

News Section, Cotton Division, P.O. Box 17723, Memphis, Tenn. 
A 88.11/15 : 972 


14276 Light air-cured tobacco market review, pt. 2, type 32, Maryland, 1971 crop 
(1972 season). Aug. 1972. 16 p. il. 4° (Tobacco Division; TOB-—LA-16, 
pt. 2.) ¢ @Item 24-D A 88.34/5 : 971-72/pt.2 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series). f A 77.15 : (nos.) 
42-196. Quality and yield of tree-harvested macadamia nuts; [by Gordon BE. 
Monroe, Tung Liang, and Catherine G. acl nae Apr. 1972. [2]+9 

p.il.4° (Agricultural Engineering Research Division. 

42-197. Noise pollution in cotton gin vere list of suggested references; by 
Joseph B. Cocke]. Apr. 1972. [2]+5 p. 4° (Agricultural Bngineering 
Research Division.) 

42-199. Effect of processing rates and s is of qpntentape cleaners on ginning 
rformance and cotton qua ve [by Joseph B. Cocke]. Apr. 1972. 
2]+9p.il.4° (Agricultural Engineering Research Division. 

42-200. Design and performance of experimental citrus windrow rake; (by 
Harold R. Summer and Scott L. Hedden]. Apr. 1972. [2]+4 p. il. 
4° (Agricultural Engineering Research Division.) 

52-69. Costs of handling groceries from warehouse to retail sales floor with 
warehouse pallets and mobile carts; [by Paul F. Shaffer and Jack L. 
Runyan]. Apr. 1972. [2]+11 p. il. 4° (Transportation and Facilities 
Research Division.) 


AGRICULTURAL STABILIZATION AND CONSERVATION SERVICE, 
Agriculture Dept., Washington, DC 20250 


ASOS background information BI (series). A 82.82 : (nos. ) 
1. Agricultural Stabilization and Conservation Service. June 1972. 11 p. 4° 
2. Commodity Credit Corporation. June 1972. 7 p. 4° 
7. Commodity Office operations. May 1972. 8 p. 4° 
9. Conservation reserve program. June 1972. 8 p. 4° 
12. Rural environmental assistance program. June 1972. 4 p. 4° 


#For Sale National Technical Information Service, 
Springfi VA 22151 
@Sent to Depository Libraries Page 1 





GovERNMENT PUBLICATIONS 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


—Requests to the Department of Agriculture for publications should include 
the USI USDA number if given in the entry. 


Agriculture handbooks. @ Item 3 A 1.76 : (nos.) 


394. Breeding and raising horses; by M. 5 poe r. Feed 1972. v+81 p. il. 4° 
icultural Research Service. ) . * Paper, 
card 72—602942 

432. Construction guides for exposed wood decks [with list of patrwonese) i x 
. O. Anderson, T. B. Heebink, and A. B. Oviatt. fely 1972. [1] +i111+7 
il. 4° (Forest mee) [This booklet was originally issued - ge 

forthwest Forest and nge Experiment Station, Portland, Oreg., 

unnumbered publication, Moet 1971.] * Paper, 75c. (S/N 0100-257 


Farmers’ bulletin. 


2197. Farm poultry management; [prepared by Animal Science Research Divi- 
sion. Agricultural Research Service]. [Jan 1964, revised Mar. 1972.] 

19" p72.) 4 SK. . [Supe es Farmers’ Bulletin 1624, Farm Ry 

‘aper, 20c. posyN 0100-2431). @ Item 9 A1.9: 2197/ 


Home and oe bulletins. © Item 11 A 1.77 : (nos.) 


a vami food stoc! =: for survival. [Aug. on git a soviet. J 1972.] 
.) 16 p. Prepared in cooperation with Ci ense, 
~~ Md of ense. Includes list of publications for , A informa- 

tion.] * Paper, 10c. 
201. How to buy dairy peta perseds 1972.] 16 p. narrow 8° ([Agricultural 
Marketing Service.]) [ es G—148, How to buy butter, and G—140, 
How to buy instant E t dry milk.] * Paper, 15¢. (S/N 0100-2595). 


Leaflets. @ Item 12 A 1.35 : (nos.) 


429. Meat-type heg; [prepared by Animal Science Research Division, Agricultural 
Research erv ice, with cooperation of Extension Service and Agricultural 
roy acy Service]. [Revised July 1971.] [1972.] 8 p. * Paper, 10c 
(S/N_ 0100-1902). 

558. Controlling pe pg gg Hee | in buildings and furniture [with other 

‘gested , oat mnie H. Williams and Harmon R. Johnston]. 
f ay 1972.] 8 p. outhern Forest Experiment Station, Forest Service.) 
Supersedes Leaflet Powder-post beetles in buildings, what to do 
about them. ] oleae, 2 10c. (S/N 0100-2482). 


Marketing research reports. @ Item 13-B A 1,82 : (nos. ) 


940. Bffect of harvest date, storage period, and ripening. time on quality of 
Chinese gooseberries [with list of literature cited; by C. Max Harris, 
H. Melvin Couey, and John p.. & 
(Agricultural Research Service.) 

971. Market structure of food industries fos ist of literature cited ; Dy om 
by Denis F. Dunham]. mi t. 1972.] cover title, vi+120 p. il. (Eco- 
nomic Research Service.) [Text on p. 2 of cover.] Paper, $1.25 

L.C. card 72-603041 


Miscellaneous publications. @ Item ty A 1.88: (nos.) 


1219. Heifer barn, free stall. Jan. 1972. ap. & 4° eerfag ese farm building 
plan exchange; plan 6104; [Agricul ural Engin Ne Loney Division, 
Agricultural Research Service -) * Paper, 5c. (S/N 5). 

1226. Hydrologic ee oD re e experinenta agricultural saibeiioie oe United States, 

66; compiled ames B. Burford. 1972. iv+399 p. il. 4° (Soil and 
Water nll Research Division, Agricultural SS cosereh Service. ) 
Prepared in cooperation with State eultural Experiment Stations. 

cludes list of additional publications by location. * Paper, $3.50 
(S/N 0100-1966). 


PA [Program aid] (series). @ Item 14-A A 1.68 : (nos. ) 

270. Food buying guide for type A school lunches; igoepetet by Nutrition and 
Technical Services St Food and a ervice and Consumer and 
Food Economics Research Di vision, Wink: tural fo rc Service. [1972.] 
11i+92 p.il.4° * hey $3. 00 = 0100— 

589. Safe use Pf pesticides in home, in garden. [R =~» 1972.] [1972.] 
[6] p. il. narrow 8° * Paper, 10c. (S/N "O100-2584). 

915. Pestina, says help stop spread ‘of plant pests ; FR red p Plan. Protec- 
= and Quarentine raonet. [Rev 1 sa 972.) [4] p. il. 

arrow 8° (Animal and Plant Health aed Se fon Service.) + 
1011. Pistest zor nes from bark beetles ; [prepared by H. Eugene Ostmark ony 
Calvi ssey]. [July 1972.] 78 p. il. (Forest Service.) * Paper, 1 

(S/N 0100-2598). 


Production research report. 
143. —: of ginni -_ glint efficiency and cotton yn gray ¢ of fiber moisture, 
= ton cleanin ers: [oy 7geenh and Warren BE. 
pSent. 197 ay igifi4 cultural Research Service.) 
1 (S/N 01 72). % Item 1 A1.84:1438 


Garner 
s ee 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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Statistical bulletins. @ Item 15 wai 1.84: (nos.) 
490. Potatoes and sweetpotatoes, revised estimates, orn ot 64—69, production, 
a disposition ——. deiy 1972. 43 p. 4° tatlatice! Reporting Serv- 
ice, Crop Reporting Bo t 
491. Market for food an borg oat from home, agg d A are [by 
Michael G. Van Dress]. [Sept. 1972.] cover title, i = [ Abstract 
and preface on p. 2 of cover. Supplement to Statistical b bulletin 476, Food- 
service industry, BigPe quantity, and value of food used.] * Paper, $1.00. 
L.C. card 72-6031 


Technical bulletin. 


14305 1449. Bishosy, of Japanese beetle [with list of literature cited]; by Walter B. 
oe July 1972. iv+129 p. il. Uagometenl, Geers = Division, Agri- 
Research Service.) Paper, 60c. (S/N 0100-1524 ‘2.90: 2460 


AIR FORCE ACADEMY, Colo., Defense Dept. 
United States Air Force Academy, CO 80840 


14306 Basic cadet training. [1972.] cover title, 32 p. il. 4° [Text on p. 2-8 of 
cover.] ¢ @ Item 425-A-1 D 805.2: C 11/972 


AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


Air Force Human Resources Laboratory : [Technical report] AFHRL-TR 
(series). (Air Force Systems Command, Brooks Air Force Base, Tex.) 
14307 72-7. Reported job interest and | egg se utilization of talents 4 training b; 
airmen in 97 career ladders [with one reference] ; b Bruce Goul 
Jan. 1972. cover title, v+10+[2] p. 4° (Personnel EA, Division.) 
[Project 7734, task 773405, work unit 773405001.) ¢t 
D 301.45/27 : 72-7 


Air Force manual AFM (series). 
14308 55-8. See Federal C mee Administration, United States standard flight inspec- 
ion manual. 
15309 55-9. See Federal Aviation Administration, Handbook 8260.3A. 
14310 72—3. See Defense Department, Defense Supply Agency manual DSAM 4130.2, 
14311 78-23. See Defense Department, Defense Supply Agency handbook DSAH 4215.19. 
14312 78-25. See Defense Department, Defense Supply Agency handbook DSAH 4215.18. 


Air Force Systems Command pamphlet AFSCP (series). 


14313 173-5. Cost analysis, cost/schedule control systems criteria joint implementa- 
tion guide. Mar. 31, 1972. [85] il. 4° ([{Air Force Dept.] Air Force 

Logistics Command Poa ye Ee Army Dept.] Army Materiel Command 

Pamphlet AMCP 37-5; [Navy Dept.}] Naval Material Command 

Pamphlet NavMAT. P5240.) [Su npreetee all previous editions. Issued 

with perforations.] * Paper, $1.00 (S/N atte @ Item 421-A 

801.35/8 : 7135 


14314 [This entry number not used.] 


AIR PROGRAMS OFFICE, Environmental Protection Agency, 
Rockville, MD 20852 


Air Programs Office publication APTD (series). f EP 4.9/2: (nos.) 


14315 1119. — to technical and financial assistance for air pollution control [with 
list of references ; by] Simon K. Mencher and Daniel S. Jones, Gordian 
Associates Incorporated, New York, N.Y. July 1972. i1i+189 p. il. 4° 
Ser Source Pollution Control Programs.) [EPA cantinet 68— 


14316 1164. Guide to engineering permit processing [with lists of references] ; prepared 
by Arnold Stein, Pacific E Environmental Services, Inc., Santa Monica, 
alif., for Systems ce, ment Corporation. July 1972. [381] p. il. 4° 
[EPA contract CPA 7 2; wore Source Pollution Control Pro- 
grams, Research Triangle Se Pack, N 


14317 Seven-city study of air and population cm levels, interim report 2; [by] 
L. B. Tepper, Department of Environmental Health, College of Medicine, 
University of Cincinnati. Sept. 1971. 12 leaves, 4° [Work was supported 
by contract PH 22-68-28 with Office of Air Programs, American Petro- 
leum Institute and International Lead Zinc Research Organization, 
Inc.] f¢ HP 4.2: Ai7 


#For Sale by Pationel Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 8 





GovernMENT PousiicaTIons 
AIR TRAFFIC SERVICE, Transportation Dept. 
Washington, DC 20553 


14318 Facility management handbook, Change 4. July 5, 1972. [71] p.4° (7210.3A 
OHG 4.) [Issued in looseleaf form. Effective Oct. 1, 1972. Cancellation 
date Jan. 1, 1973.] + @ Item 481-D-1 TD 4.308 : F 11/972/ch.4 


AIRPORTS SERVICE, Transportation Dept. 
Washington, DC 20553 


148184 Airport design standards : Dffects and treatment of jet blast [with bibliog- 
raphy]. July 18, 1972. cover title, [1]-++i+15-+1 p. il. 4° ([Advisory 
circular] AC 150/5825-6A.) [Cancels AC 150/5825-6, Apr. 15, 1965. 
Issued with perforations.) + @ Item 431-C-4 TD 4.111: J 51 


APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 
Washington, DC 20210 


14319 National apprenticeship standards for retail meat cutting industry, devel- 
oped by Amalgamated Meat Cutters and Butcher Workmen of North 
America, AFL-CIO and participating retail employers. 1972. v-+-21 p. il. 
+ @ Item 748-0 L 23.6/2: M 46 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


AMC —— (Army Materiel Command. ) D 101.22/8 : (nos. ) 


14320 37-5. ee Air Force ~ my = Command pamphlet 173-5. 
14321 702-22. Guality assurance, 5 Pe process control electroplating. June 1972. cover 
title, [68] p. 4° ssued with perforations.] { @ Item 322—A 


Army Hlectronics Command, Fort Monmouth, N.J.: Research and develop- 
ment technical report HCOM (series). (Reports control symbol OSD 
1866.) 
14822 3531. eens on 0} Ey electrolyte ger CXF cells [with list of ref- 
erences; by] A L. Almerini. Feb. 1972. cover title, ili+18+ [2] 
p. i. 4° [DA work oak 1T6 62705 A 05302-721.] ¢ (D111.9/4: 3531 


14323 Army ROTC scholarship program, great way to make it. [Feb. 1972.] cover 
title, [16] p. il. 4° ([RPI676.]) [Illustrations are colored.] {+ @ Item 
825 D 101.2: R31/17/972 


14824 [This entry number not used.] 


Field manual FM (series). 
143825 8-22. Combat medic. May 1972. 36 p. narrow 16° [Pages 32-36 left blank for 
notes.}] ¢ @ Item 324 D 101.20 : 8-22 


14326 Fort Snelling National Cemetery. [1972.] [2] p. il. oblong 8° folded into 8° 
size. ¢ @ Item 325 D 101.2: F 77 sn 


14327 How your next 2 years can put you years ahead, Army ROTC advanced 
course. [June 1972.] [7] p. il. narrow 8° [Illustrations are colored.] + 
@ Item 325 D 101.2: R 31/20/972 


Natick Laboratories, Natick, Mass.: Technical reports. (oa Materiel 
Command.]) ft D 106.21 : (nos.) 
14328 71-—59—-DS. Analysis of high temperature occurrences at selected internal and 
surface locations food storage dumps and isolated — 
cartons at Yuma, Ariz. [with list of literature cited] ; by 
William L. Porter, and Aubrey Greenwald. Jan. 1971. [133] p. i 
fe (Food Laboratory series FL-132; BS—66.) [Project refer- 
ences 1KO—-14501A 71C ; 7-83-05-004A 
143829 72-28-FL. Freeze arying + foods for armed services [with selected as. 
zap . M. Tuomy. Oct. 1971. vi+65+[6] p. iL 
oes i od, Laboraiory series FL—-145.) [Project reference 1 J6—- 


14830 72-89-QAEO. Standardization program, document weuenation 9 system ; 
ard A, Blwell and Clinton L. B d. Feb. S ‘a ve tii 


p.iL. 4° (Quality Assurance & sileeiing Offi 


*For Sale by Superintendent of Documents 
+Distribution Made by Office 
Official Use. Not Available 
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14331 72—-41-FL. Effect of freeze- aeyins comtitions. on ones of raw pork [with 
list of references] ; ‘ W.'s hafer and J. M. 


Tuomy. Feb. 1972. én 74 (21 p Ht vod yn series 
FL-149.) [Project reference 136627134034, ] 

14332 72-55-F L, Irradiation induced headspace gases in packaged radiation steri- 
lized food [with list of references]; by George B. Pratt and 
Lloyd E. Kneeland. Feb. 1972. [71] p. il. 4° (Food Laboratory 
series FL—158.) [American Can Company, Barrington, Ill., under 
ony DA19-—129-AMC-119(N). Project reference 7X84—01— 


Pamphlets. @ Item 327 (Rev. 1969) D 101.22: (nos.) 


14333 1-12. Role of comptroller of Army in programing, budgeting, and poconsting 
and reporting [PBAR] system. Aug. 1972. cover title, [185] p. 


14334 350-44. Soldier’s handbook for individual operations & survival in cold weather 
areas. [June 30, 1972.] cover title, 114 p. il. 16° [Supersedes DA 
Pam 21-52. May 14, 1963 ] 

143385 550-46. Area handbook for Panama [with se gg, Ae by Thomas E. Weil 
[and others]. 1972. xiii+415 p. 2 pl. [ Prepared by Foreign Area 
Studies, American “University. Research and writing were completed 
Oct. 1971. Supersedes edition of Mar. 1962. * Cloth, $3.25. 
L.C. card 72—600052 

14336 550-49. Area handbook for Morocco [with bibliography]; by Richard F. Nyrop 
[and others]. [1972.] xiv+403 p. il. [Prepared by Foreign Area 
Studies, American University. Research and writing were completed 
Oct. 1971.] * Cloth, $3.25. 
L.C. ecard 72—600025 


Technical manual TM (series). 
14337 11—2557-25. See Federal Aviation Administration, United States standard flight 
inspection manual. 
14388 11-2557-26. See Federal Aviation Administration, Handbook 8260.3A 


Technical research report. (Behavior and Systems Research Laboratory.) 

14239 1173. Psychological factors measured in differential officer battery; [by] Wil- 
liam H. Helme, Louis P. Willemin, and Roberta W. Day. July 1971. 

[10] +27 p. 4° [Army project DA R&D 2Q062106A722 ; officer predic- 

tion d—14. t D 101.60/2: 1173 


14340 Two-year program Army ROTC. [May 1972.] [8] p. il. narrow 8°  [Tllus- 
trations are colored.] + @ Item 325 D 101.2: R 31/19/9772 


USAAMRDL technical reports. (Eustis Directorate, U.S. Army Air Mo- 
bility Research and Development Laboratory, Fort Eustis, Va.) tf 
D 117.8/2: (nos.) 
14341 72-9. Statistical evaluation of paoety potential of square wave energy absorber, 
final report [with list of literature cited]; by Norman S _ Phillips 
Richard W. Carr, William B. Walcott. June 1972. [1]+ix+49+ [2] p. 
il. 4° (Beta Industries report 214-5.) [Prepared under project 
1F162203A529, contract DAAJ92—70—C—0055 by Beta Industries, Day- 
ton, Ohio. Errata, 1 p. 4°, issued also. ] 

72-31. Aireraft clutch assemblies, ramp roller, final report [with list of lit- 
erature cited]; by Jules G. Kish. July 1972. cover title, Oo 
+[2] p. il. 4° [Project 1G162207AA72 ; “Contract DAAJO2-71-C- 
0026. Prepared by Sikorsky Aircraft Division of United Aircraft Corp., 
Stratford, Conn ] 

72-44. Fan-in-fin antitorque concept ataty [with list of literature cited] ; by J. K. 
yer C. T. Havey [and] E. Sherrieb. July 1972. cover title, 
{1]+xvi+95+ [2] p. il. 4° F contract DAAJO02-71-C_0060; task 
1F162204AA4201. Prepared by Vought Helicopter Incorporated, Sub- 
sidiary of LTV Aerospace i. pape, Tex.] 

72-49. Sprag overriding aircraft clutch p. Lynwander, A. G. Meyer and 

Chachakis. July 1972. cover ‘ithe, (1) Fxx+146 p. il. 4° Project 
1G162207AA A72; Contract DAAJ02-71 028. Prepared by Avco Ly- 
coming Division, Stratford, Conn.] 


ARMY MEDICAL DEPARTMENT, Defense Dept. 
Washington, DC 20310 


14345 Bibliography of U.S. Army Medical Research and Nutrition Laboratory 
reports and reprints for 1971. [1972.] [1]+9 leaves, 4° (U.S. Army 
Medical Research and Nutrition Laboratory, Fitzsimons General Hos- 
pital, Denver, Colo.) [Includes transmittal note, 1 p. oblong 48°] ¢ 

D 104.17: list/971 


14346 Your future in U.S. Army Medical Corps. [1972.] cover title, 16 p. 4° 
[Some illustrations are colored.] ~ @Item351-A D104.2: F 98/972 
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GoveRNMENT PUBLICATIONS 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


ABO research and development reports. Y3.At 7: 22/(letters—nos. ) 


14347 BNL-50328. See Reclamation Bureau, REC—ERC [Reclamation Bu- 
reau, Engineering and Research Center.] 72-10. 
14348 CONF-710201. Biomedical implications of radiostrontium caperaee, 
roceedings of symposium held Davis, Calif., Feb. 22— 
1971 sponsored by Radiobiol aboratory. Uni- 
versity of California and ee a Commission 
{with lists of references] ; edited by Marvin Gold- 
man, Leo K. Bustad. Apr. 1972. ey A p. il. (AEC 
symposium series 25.]) & Paper, $6.00. 
L.C. card 72—-600049 
CONF-—7 20430. Proceedings of 2d Symposium on phasing of of Computer 
Programs and Technology in Nuclear Medicine, Oak 
——. ae Apr. 21-22, panel BN bibliographies ; 
— by ‘Jane Gurney and Betty F. Maskewitz]. 
$97 cover we oor B il. 4° [Cosponsored by 
Oak Ridge Associated niversities, Oak Ridge 
National Laboratory and Vanderbilt University. ] 
® Paper, $6.00. 
HASL-257. Health and Safety Laboratory fallout program quar- 
terly summary report [Mar. 1—June 1, 1972 with 
7 < Pe ae prepared by Edward P. Hardy, 
J. 3 be OE , 1972. cover title, [103] p. il. 4° 
‘aper, 


HASL-257 /app. Health and wl Laboratory fallout program quar- 
terly summary report [Mar. 1—June 1, 1972], ap- 
endix. July 1, 1972. cover title, [441] p. il. 4° 
Includes list of recent publications related to radio- 
nuclides studies.] # Paper, $3.00. 
ORO-695. [Agricultural Research Laboratory operated by Uni- 
versity of Tennessee Agricultural Experiment Station 
a Atomic Exergy Commission] annual progress re- 
Jan. 1-Dec. 31, 1971. July 1972. cover title, 
Th iv +100 p. il. 4° # Paper, $3.00. 
TID-—3525 (rev. 5,supp. 7). Reactor safety, literature search; [compiled by Henry 
. Raleigh]. "June 1972. cover title, vi+27+45 p. 4° 
® Paper, $3.00. 
[TID-25857.] Environmental and ecological forum 1970-71 [papers 
with lists of references ; forum coordinator, A. Burt 
Kline, jr.]. [June 1972.] cover title, viii+186 p. il. 
({ABC category UC-—2]; Office of Information Serv- 
ices.) Paper, $3.00. 
L.C. card 72-6000120 
TID—25875. CAMAC, modular instrumentation system for data han- 
dling, revised description and specification, endorsed 
by AEC Committee on Nuclear Instrument Modules. 
July 1972. cover title, i-vi+-7—64 p. il. 4° * Paper, 
65c. @ Item 1051-C 
WASH-1196. Nuclear industry fuel supply survey. Apr. 1972. cover 
title, 12+ [3] p. il. 4° (Office of Assistant Director 
for Raw Materials, Division of Production and Ma- 
terials Management.) ¢% Paper, $3.00. 
WASH-1199. Development of high voltage heat pipe thermionic mod- 
ule, final technical report, period of performance 
Oct. 1, 1969—-June 30, 1971; [by R. W. Longsderff]. 
July 1971. cover title, [2]+v+52+[5] p. iL 4° 
[Contract At(30-1)-4161.] Paper, $3.00. 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


14358 Directory, aviation medical examiners. June 1972. cover title, [7] +308 p. il. 
~ @ Item 431-HK-1 TD 4.211 : 972-2 


BONNEVILLE POWER ADMINISTRATION, Interior Dept. 
Portland, OR 97208 


14359 1971 annual report, Federal Columbia River Power System. i. 81, 1971. 
[4]+75 p. il. 4° ¢ 144.1: 971 
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DecemsBer 1972 


CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


14360 Alphabetic index of manufactured products (1967 SIC basis), 1972 census 
of manufactures ; prepared under supervision of Elmer §8. Biles. [1972.] 
{[1]+192 p. 4° (MC 72-2.) 7+ C 56.244/2: P 94 


Annual survey of manufactures, 1970, M70(AS) (series). ([Industry 
Division. ] ) 
14261 10. Industry profiles. [June 1972.] cover title, v-+ 265 p. 4° [Preprint of chapter 


in Annual survey of manufactures, 1970 volume. ] "0 Pa er. $3.00 @ item 
134-A C 56.221: M 70 AS)—10 


14362 1969 census of agriculture, v. 8, Agricultw:al services: eee of organiza- 
tion, gross receipts. payroll, labor. June 1972. iv-+-57+24 p. il.4° ([Agri- 
culture Division.]) * Paper, $1.00 (S/N 0324-0023), @ Item 152 
L.C. ecard 72-600847 C 56.227/3 : 969/v.3 


1969 census of agriculture: v. 1, Area reports. ([Agriculture Division.]) 
L.©. card 72-600847 C 56.227 : 969/v.1/pt. (nos. ) 
14363 pt. 4. eases. June 1972. [411] p. il. 4° * Paper, $3.00. @ Item 


152-—A-— 

14364 pt. 25. West "Virginia : sec. 1, Summary data. June 1972. xi+271+14+27 p. il. 
4° * Paper, $2.50. @ Item 152—A-—15 

14365 pt. 29. Florida: see. 2, County data. June 1972. vi+528 p. 4° * Paper, $4.00. 
@ Item 152-—A-18 

14366 pt. 37. Texas: sec. 2, County data, Garza Co. Montague Co. June 1972. vi+681-— 
1360 p. il. 4° * Paper, $5.00. @ Item 152—A-—26 


14367 1969 census of agriculture : Special reports. 
v. 5, pt. 13. Data-collection forms and procedures. July 1972. iv+106 p. il, 4° 
({[Data User Services Office, Agric ulture Division. ]) * Paper, $1.00 

(S/N 0324-0024). ©@ Item 152 
L.C. card 72—600847 C 56.227/2 : 969/v.5/pt.13 


1970 census of housing: Metropolitan housing characteristics, HC (2) 
(series). ({ Housing Division.]) C 3.224/4 : 970/ (nos. ) 
14368 53. Dallas, Tex., standard metropolitan statistical area. [July 1972.] cover title, 
x+95+ 2 i p. il. 4° * Paper, $1.00. @ Item 156—-A-46 
14369 120. Los Angeles-Long Beach, Calif., standard metropolitan er area. 
izeee 1972.] cover title, xii+289+21 p. il. 4° * Paper, $2 @ Item 
5 —6 


1970 census of population: Detailed characteristics, PC(1)—D (series). 
([Population Division.]) C 3.223/8 : 970/D (nos. ) 
14370 4. frizona. [July 1972.] cover title, vi+237—807+52 p. il. 4° * Paper, $4.50. 
@ Item 159-—A-4 
14371 7. Colorado. ad 1972.] cover title, vi+341—809+-52 p. il. 4° * Paper, $3.50. 
@ Item 159-A-7 
14372 13. Hawaii. [July recs cover title, vi+187-533+452 p. il. 4° * Paper, $3.25. 
@ Item 159-A-13 
14373 20. Louisiana. [July 1972.] cover title, vi+409—-1102+52 p. il. 4° * Paper, 
$5.50. @ Item 159-A-—20 
29. Nebraska. [Aug. 1972.] cover title, vi+399—-790+ 52 p. il. 4° * Paper, $3.25. 
@ Item 159-—A-—29 
30. Nevada. [Aug. 1972.] cover title, vi+199-546+4-52 p. il. 4° * Paper, $3.50. 
@ item 159-A-30 
86. North Dakota. [Aug. 1972.] cover title, vi+-265-542+52 p. il. 4% * Paper. 
$2.50. @ Item 159—-A-—36 
43. South Dakota. [July 1972.] cover title, vi+305-581+52 p. * Paper, $2.50. 
@ Item 159—-A-44 
46. Utah. Juiy 1972. cover title, vi+265-643+.52 p. il. 4° * Paper, $3.50. 
@ Item ‘159-A—47 


1970 census of population and housing: Census tracts, PHC(1) (series). 
({Population Division and Housing Division.]) @ Item 159 
L.C. card 73-186611 C 3.223/11 : 970/ (nos. ) 
14379 53. Devenport-Rock Island-Moline, Iowa-Ill., standard metropolitan statistical 
area. [Mar. 1972.] cover title, vili+ 42421 +21 p. 4° * Paper, $1.50 
(S/N 0301-2418). 

14380 163. Pittsfield, Mass., standard metropolitan statistical area. [Mar. 1972.] cover 

title, [52] p. il.4° * Paper, 45c. 

14381 Current industrial reports: Aircraft propellers, 1971; [prepared in In- 
dustry Division]. Mar. 1972. 1 p. 4° (Series MA-87E(71)-1.) [Issued 
jointly by Census Bureau and Federal Aviation Agency, Transportation 
Department.] + Paper, 15c. @ Item 142-A 056.216: MA-37H(71)-1 
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GovernMENT PouBLIOATIONS 


14382 —_ Aluminum ingot and mill products, summary for 1971. Aug. 1972. 18 
p.4° (Series M-33-2(71)-14.) + Paper,15c. @ Item 142-A 
C 56.216: M 33-2(71)-14 


14383 —— Apparel survey 1970, Change sheet. Mar. 1972. 1 p. 4° (Series MA- 
23A(70)-1). + @ Item 142-A C 3.158 : MA-23A (70)-1/ch. 


14384 —-_ Asphalt and tar roofing and siding products, summary for 1971; 
[prepared in Industry Division.] July 1972.5 p. 4° (Series M29A(71)— 
13.) Paper, 15c. @ Item 142-A C 56.216: M 29 A(71)-13 


14385 —_ Backlog of orders for aerospace companies, summary for 1971; [pre- 
pared in Industry Division]. Aug. 1972. 5 p. 4° (Series MQ-37D(71)- 
5.) Paper, 25c. @ Item 142-A C 56.216 : MQ-37 D(71)-5 


14386 ——_ Closures for containers, sumary for 1971; [prepared in Industry Di- 
vision]. July 1972. 9 p. 4° (Series M34H(71)-13.) + Paper, 15c. 
@ Item 142-A C 56.216 : M 34 H(71)-13 


14387 —— Confectionery, including chocolate products, summary for 1971; [pre- 
pared in Industry Division]. June 1972. 5 p. 4° (Series M20C0(71)-—13.) 
¢ Paper, 15c. @ Item 142-A OC 56.216: M 20 C(71)-13 


14388 ——_ Construction machinery, 1971: [prepared in Industry Division]. July 
1972. [2]+21 p. 4° (Series MA-35D(71)-1.) + Paper, 25c. @ Item 
142-A C 56.216: MA-35 D(71)-1 


14389 —__ Consumer, scientific, technical, and industrial glassware, 1971; [pre- 
pared in Industry Division]. July 1972. 6 p. 4° (Series MA-32H(71)- 
1.) Paper, 25c. @ Item 142-A C 56.216: MA-32 B(71)-1 


14390 —__ Blectric housewares and fans, 1971; [prepared in Industry Division]. 
Aug, 1972. 5 p. 4° (Series MA-36E(71)-1.) +t Paper, 25c. @ Item 
142-A C 56.216 : MA-36 E(71)-1 


14391 —— Fats and oils, vegetable oil crushers, summary for 1971; [prepared in 
Industry Division]. June 1972. [2]+12 p. 4° (Series M20J(71)-13.) 
+ Paper, 15c. @ Item 142-A C 56.216: M 20 J(71)-13 


14392 —— Fibrous glass, 1971; [prepared in Industry Division]. July 1972. 8 p. 4° 
(Series MA-323(71)-1.) + Paper, 25c. @ Item 142-A 

C 56.216 : MA-32 J(71)-1 

14893 — Flat glass, summary for 1971; [prepared in Industry Division]. Aug. 

1972.5 p.4° (Series MQ-32A(71)-5.) t+ Paper, 25c. per copy, $1.00 per 

year. @ Item 142-A C 56.216 : MQ-32 A(71)-5 

14394 —___ Glass containers, summary for 1971; [prepared in Industry Division}. 


July 1972.6 p.4° (Series M82G(71)-18.) + Paper,15c. @ Item 142-A 
C 56.216 : M 82 G(71)-13 


14395 ——- Hardwood plywood, 1971; [prepared in Industry Division]. Aug. 1972. 
6p. 4° (Series MA-24F'(71)-1.) + Paper, 25c. @ Item 142-A 
C 56.216: MA-24 F'(71)-1 


14896 —— Inorganic fertilizer materis's and related acids, summary for 1971 
(preliminary); [prepared in Industry Division]. July 1972. 4 p. 4° 

(Series M28B(71)-18.) + Paper, 15c. @ Item 142-A 
C 56.216: M 28 B(71)-13 


14897 Particleboard, 1971; [prepared in Industry Division]. May 1972. 4 p. 
4° (Series MA-24L,(71)-1.) ¢ Paper, 25c. @ Item 142-A 
C 56.216 : MA-24 L.(71)-1 


14898 —— Pharmaceutical preparations, except biologicals, 1970; [prepared in 
Industry Division]. Mar. 1972. 6 p. 4° (Series MA-28G(70)-1.) 
¢ Paper, 25c. @ Item 142-A C 56.216 : MA-28 G(70)-1 


14399 —_ Plastics bottles, summary for 1971; [prepared in Industry Division]. 
July 1972.2p.4° (Series M380H(71)-18.) + Paper,15c. @ Item 142-A 
C 56.216: M 30 H(71)-18 
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—— Rubber, supply and distribution for United States, summary for 1971; 
{prepared in Industry Division]. July 1972.6 p. 4° (Series M30A(71)— 
13.) + Paper, 15c. @ Item 142-A C 56.216: M 30 A(71)-13 


—— Shipments of defense-oriented industries, 1970; [prepared by William 
R. Gray]. June 1972. [2]+39 p. 4° (Series MA-175(70)-1; Industry 
Division.) + Paper, 75c. @ Item 142-A C 56.216 : MA-175(70)-1 


—— Tire cord and tire cord fabrics, summary for 1971; [prepared in 
Industry Division]. June 1972. 3 p. 4° (Series MQ-22T.4(71)-5.) 
+ Paper, 25c. @ Item 142-A C 56.216 : MQ-22 T.4(71)-5 


—— Wiring devices and supplies, 1971; [by Ronald W. Taylor]. Aug. 1972. 
6 p. 4° (Series MA-36K(71)-1; [Industry Division].) + Paper, 265c. 
@ Item 142-A C 56.216 : MA-36 K(71)-1 


Current population reports: Series P-20, Population characteristics. 
* Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $3.50 additional for foreign 
mailing; single copy prices vary. @ Item 142-C 


240. Birth expectations and fertility, June 1972, (advance data — June 1972 
current population survey). Sept. 1972. 8 p. il. 4° * Paper, 1 
C 56. 218 : P-20/240 


Current population reports: Series P—23, Special studies. * Paper, $14.00 
(including Series P-20, P-23, P-25, P-26, P-27, P-28 Summaries, P-60, 
and P-65 for one year), $3.50 additional for foreign mailing; single 
copy prices vary. @ Item 142-C 
42. Social and economic status of black population in United States, ott [Jul 

1972.] iv+164 p. 4° * Paper, $1.25. C 56.218 : P-23/43 

Current population reports: Series P-25, Population estimates and projec- 
tions. * Paper, $14.00 (including Secies P-20, P-23, P-25, P-26, P-27, 
P-28 summaries, P-60, and P-65 for one year), $3.50 additional for 
foreign mailing ; single copy prices vary. @ Item 142-C 

C 56.218 : P-25/ (nos. ) 


485. a of population of United States to "1 1, 1972. June 1972. 2 p. 
.4° [Issued with perforations.] * Paper, 
488. mashonsils of you of States, July 1, 1971. and 1972, advance report. 
Sept. 1972.2 p.4° [Issued with perforations. ] * Paper, Be. 


Current population reports: Series P-60, Consumer income. * Paper, 
$14.00 (including Series P-20, P-23, P-25, P-26, P-27, P-28 summaries, 
P-60, and P-65 for one year), $3.50 additional for foreign mailing; 
single copy prices vary. @ Item 142-C 
84. Household money income in 1971 and selected social and economic character- 


istics of households. July 1972. 20 p. 4° [Issued with ee) 
* Paper, 20c. C 56.218 : P-60/84 


Government finances, GF 71 (series). ({Governments Division.]) @ Item 
146-E C 56.209 : 971/ (nos. ) 


3. oo overnment finances in 1971; i, fogepered by Finance Branch, Governments 
vision]. June aa [2] +59 p.1 * Paper, 60c. 
Le. card 16-2679 
4. oe ‘etre a in 1970-71. Aug. 1972. [3]+106 p. 4° * Paper, 


Technical paper. 

26. 1970 occupation and industry classification systems % terms of their 1960 
occupation and industry elements; by John A. Pri Joan Heinkel and 
Stanley Greene. July 1972. iii-+ 68 p. 4° (TPopuiation _ 4 ]) * Paper, 
65c. @ Item 151-A 
L.C. card 72—600175 C 56.215/2 : 26 


United States maps GE-50 (series). 


44. Net migration by counties of United States, 1960—70 ; eepanes r* Geo bers gi 
Divi a k., a ration with Population Division. Scale 1: 
mise 972, 80 x 42 in. [Albers equal area projection, A parallels 
gas Pr . Data from Current population reports, series P—25, no. 
, adjusted ‘or consisten with official 1970 State population totals] 
: » *, 30c. (S/N 03824-0015). C 56.242: 
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GovERNMENT PUBLICATIONS 


Working paper. 
14413 35. Raw materials in United States, economy, 1900-69; by Vivian Eberle Spen- 
cer. [July 1972.] iv-+66 p. il. 4° [Prepared in cooperation with Bureau of 
Mines, Interior Dept.] f Paper, $1.00. @ Item 151-B 
L.C. card 72—602741 C 56.229 : 35 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


14414 Remarks by Robert D. Timm, Member, Civil Aeronautics Board, before 
Washington Airport Management Association, Seattle, Wash., July 20, 
1972. [1972.] 5 p. 4° + C 31.215: T 48/3 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


Clearinghouse publications. @ Item 288-A CR 1.10: (nos. ) 


14415 85. Civil rights of American Indians; fpoegages by California Indian Legal Serv- 
ay 3 Apr. 1972. [11] P. narrow 8° * Paper, 15c. 

14416 36. Your child and busing. y 1972. cover title, 20 p. il. 4° * Paper, 35c. 
L.C. card 72—60215 


14417 Inequality in school financing, role of law; [by Howard A. Glickstein and 
William L. Want]. Aug. 1972. cover title, ii+153 p. 4° * Paper, $1.25 
(S/N 1780-1067). @ Item 288-A 
L.C. card 72-602894 CR 1.2: Sch 6/16 


14418 Police community relations in Philadelphia, report to Commission on Civil 
Rights by Pennsylvania State Committee, official advisory committee to 
the Commission. June 1972. cover title, vi+10€6 p. ¢ @ Item 288-A 
L.O. card 72-608141 CR 1.2: P 75/8 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


14419 Careers as medical auxiliaries, orthotist, prosthetist (grades 6-11), resto- 
ration technician (grades 5-11), announcement WA-7-47, applications 
continuously accepted by Washington area office, Washington, D.C. 
Oct. 81, 1967, revised May 1972. [1972.] 5 p.4° + @ Item 292 

CS 1.26/4 : 967/WA-7-47/rev. 


14420 Federal careers for technicians in engineering and physical science, an- 
nouncement WA-0-04. May 1, 1970, revised July 1972. [1972.] 8 p. 4° 
(Washington Area Office.) ¢ @ Item 292 

CS 1.26/4: 970/WA-0-04/rev. 


14421 Opportunities for veterans as guards, GS-3, 4 and 5 positions in Washing- 
ton, D.C. metropolitan area, apply to Washington area office, Civil 
Service Commission, 1900 B Street, N.W., Washington, D.C. 20415, an- 
nouncement WA-2-Al (Local). Sept. 20, 1972. 6 p. narrow 8° [Open 
until further notice. No written test.] + @ Item 292 

CS 1.26/4: 972/WA-2-Al 


Pamphlets. @ Item 299 CS 1.48 : (letters—nos. ) 


14422 BRE-15. Cones ppemeepet Federal employee of year 1971 award program. 
[May 1972.] ili+ 28 p. il. 4° oblong 24° 


14423 BRIE-24. Guide to Federal career literature. [1972.] [6]+34 p. il. 4° * Paper, 
45c. (S/N 0600-0639). 

14424 BRE-35. Veteran preference in Federal employment, handbook for veterans’ coun- 
selers. [Aug. 1972.] cover title, 21 p. 4° — of Public Polic 


pe er Programs, Manpower Sources Division.]) [Issued wit 

perforations.] ¢ 

14425 BRE-36. Veterans readjustment appointments, questions and answers about new 
prostam of assistance to returning veterans. (June 1972.] 26 p. narrow 
° ([Office of Public Employment oo. Manpower Sources 
oman [P; 25-26 are left blank to be used for notes.] 

* Paper, 20c. (S7N 0600-0636). 


BRE-—87. Working for USA, how to apply for civil service job, what government 
can offer you as Federal ween, iy 1972.j 36+ [4] p. narrow 12° 
{EN OpOOe 4.]) {Two pages left biank for aotes.)] * Paper, 20c. 

/N 0600-0647). 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing Office 
Official Use. Not Available 





14427 


14428 


14429 


14430 


DecempBerr 1972 


BRE-38. Law enforcement and related jobs with Federal agencies, intelligence, 
investigation, enforcement, protective services. [June 1972.] [27-+ 18 
p. narrow 12° f 

70-71B. Miseray come eg in Federal Government, Nov. 30, 1971. 
[197 i) xxlli+647 p. il. oblong 12° * Paper, $5.50 (S/N 0600—- 


Talent sharing through IPA, [1972.] [6] p. il. narrow 8° (Bureau of In- 
tergovernmental Personnel Programs.) + @ Item 295 CS 1.2:T14 


Union recognition in Federal Government, statistical report and listings 
by agency of exclusive recognitions and agreements under Executive 
order 11491, as of Nov. 1971. [Nov. 1971.] 426 p. oblong 12° (Office of 
Labor-Management Relations.) * Paper, $3.25 (S/N 0600-0637). 
@ Item 295 CS 1.2: Un 3/2/971 


U.S. Civil Service Commission announces examination for medical tech- 
nical assistant, $8,158 a year (Grade GS-6), announcement 355. Apr. 20, 
1965, revised Aug. 1972. [1972.] 4 p. 4° [No closing date.] + @ Item 
292 CS 1.26 : 965/355/rev.—2 


COAL RESEARCH OFFICE, Interior Dept. 
Washington, DC 20240 


Research and development report. 
§8. Feasibility study of coal slurry feeding system for high pressure gasifiers, 
final report ; prepared by Air Products and Chemicals, Inc., Allentown, Pa. 
June 1971 [revised] Dec. 1971. 1972. [7]+14+1[9] p. il. 4° [Purchase 
order A-5021.] * Paper, $1.50 (S/N 2414-0050). @ Item Ta 10:6 
Z : 68 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Coast Guard register of officers and cadets; July 1, 1972. [1972.] [1]+ xiii 
+3823 p. 4° (CG-111.) { @ Item 942 TD 5.19: 972 


Coast Guard register of reserve officers; Mar. 1, 1972. [1972.] v-+-220 p. 4° 
(CG-238.) + @ Item 942 TD 5.19/2: 972 


Coast Guard Reserve, an investment plan for OCS graduates. [1972.] [4] 
p. il. narrow 8° ([{PTP-426.]) [Illustrations are colored.] ¢ @ Item 
934 TD 5.2: Of2 


Coast Guard Reserve, help us save lives and fight pollution. [1972.] [6] 
p. il. narrow 8° ({PTP-426.]) [Illustrations are colored.] + @ Item 
934 TD 5.2: Sa 9/2 


Coast Guard Reserve, veteran petty officers—you can make over $19,000.00. 
[1972.] [6] p. il. narrow 8° ([{PTP-425.]) [Tllustrations are colored.] 
+ @ Item 934 TD 5.2: P45 


Does BOSDET [Coast Guard boating safety detachments] bite? [May 
1972.] [6] p. il. narrow 8° ([CG-427.]) + @ Item 934 TD5.2: B65 


COMMERCE DEPARTMENT 
Washington, DC 20230 


NoTE.—Requests to the Commerce Department for publications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers which should be 
used only when ordering from the Superintendent of Documents. 

Business resource center. [June 1972.] [6] p. il. narrow 8° (Office of 

Minority Business Enterprise.) { C1.2:B96/3 


Office of Minority Business Enterprise funded organization [as of] June 30, 
1972; [prepared by Information Center]. [Aug. 7, 1972.] cover title, [1] 


+45 p. 4° (Office of Minority Business Enterprise.) f 
C 1.2: M 66/10/9872 
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Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-3 
yr. subs.). @ Item 231-B C 1.50: (nos.) 
72-041. International economic indicators, quarterly report; [prepared by Inter- 

— Trade Analysis Division, Bureau of International Commerce]. 


Aug. 1972. 40 p. il. 4° [Issued with perforations. ] 
72-044. = sees ip Greece [with bibliography] ; oo by Mara Yacinin. 


= = c . 4° (Bureau of Internat 

perforatious. Supersedes OBR 65—5. 

72-045. Market profiles for Near Hast and South Asia; prepared in Near Dast- 
South Asia Division, Office of International Commerce. Aug. 1972. 
(Bureau of of International Commerce.) [Issued with perforations. Super- 


nal Commerce.) [Issued 


sedes OBR 

14444 72-049. Foreign trade regulations “ Federal Republic of Nigeria; prepared by 
Daniel B. Gardner. Sept. 1972. 8 p. 4° (Bureau of nternational Com- 
merce.) [Issued with perforations. Supersedes OBR 69—14.] 


Telecommunications research and engineering report OT/TRER (series). 
(Office of Telecommunications, Institute for Telecommunications Sci- 
ences, Boulder, Colo.) 


14445 382. Classical scattering calculations for diatomic molecules, general procedure 
and application to microwave spectrum Oa [with list of references; by] 
Uri Mingelgrin. July 1972. v+58 p. il. 4° * Paper, 60c. @ Item 126-D-1 


COMMUNITY ENIRONMENTAL MANAGEMENT BUREAU, Health, 
Education, and Welfare Dept. 
Rockville, MD 20852 


Injury Control Research Laboratory, ICRL-RR (series). @ Item 483-0 
HB 20.2859 : (nos. ) 
14446 70-5. Effects of moderate blood alcohol levels on driver alertness [with list of 


peteneneen ; by] Charles G. Keiper. 1972. iv+12 p. (DHEW pub. 
i. SM) 72-10017; Division of Community Injury Control.) * Paper, 


15¢e. 

14447 70-12. Long- term seeuatice of safety poccosuses learned through secitent simu- 
lation [with list of referent hing? Nelson F’. Smith and Sta ubin- 
sky. 1972. iv+12 wee (HSM) 7210016) RP Ont. 
versity of Rhode Is aah Saalbact 6—68—207.] * Paper, 15c. 


CONGRESS 
Congressional serial set 


Nots.—During each session of Congress the House and Senate Documents and 
reports are accumulated into bound volumes comprising the Congressional serial set. 
No catalog entry is made for the volumes of the Serial set since the documents and 
reports contained therein have been previously listed in the Montaly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


House documents : 


14448 no. 183, 92d Congress, at oom, Fifty-first deapteeat Report Disabled American 
Veterans, 1971 [Serial 12945-5]. @ Item 995—J 

14449 no. 294, 924 Congress, 2d en Proceedings of the stated convention of the 73d 
National Encampment, United Spanish War Veterans, 1971 [Serial 12987-—5]. 
@ Item 995-K 


House reports : 
nos. 1890-1974, with exceptions, 90th Congress, 2d session, House miscellaneous 
reports on public bills VII [Serial 12795-7]. @ Item 1007-A 
Senate document : 


no. 87, 92d Congress, 2d session, pone ort of the Secretary of the Senate from 
January 1, 1972, to June 30, 1972 [Serial 12979-2]. @ Item 995-M 


Laws 


Nots.---The Federal laws are first published separately and in this form are 
knuwa “3 “‘slip laws’’. Later, these laws are compiled, edited, indexed, and published 
in the volumes of the Statutes at large. 


Private laws, 92d Congress. { House or Senate Document Rooms, Capitol. 


14452 83. S. by act for relief of Luis Guerrero-Chavez, Guaeeee Guerrero-Ch vez, 
Alfredo Guerrero-Chavez. Approved May 11, 1972. 1 p. 
14453 111, HR. “oir, act for relief of estate of Charles Zonars, deceased. Approved 
Aug. 20, "1972. 1 Dp. 
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DecempBer 1972 


14454 2. me 11632, act for relief of Vincent J. Sindone. Approved Aug. 20, 1972. 


“* 

14455 4 394, act for relief of Antonio Benavides. Approved Aug. 29, 1972. 1 p. 

14456 L KR. 2708, a r relief of Mrs. Concepcion Garcia Balauro, Approved 
Aug. 29, 197 

14457 9. H.R. 3413, act for relief = David G. Simons, Lt. Col., USAF (retired). 
Appre ved Aug. 29, 1972. 

14458 20. H.R. A tas act tor relief 2 , oe Rosa Martins. Approved Aug. 29, 1972. 


14459 121. H.. 2280. get f for relief of Kyong Ok Goodwin (Nee Won). Approved 
Aug. 29, 1972. 1 p. 

14460 122. -~s 10713, act for relief of Wilma Busto Koch. Approved Aug. 29, 1972. 

p. 
Public laws, 92d Congress. @ Item 575 
Note.—-Public laws in slip form in the first prints may be obtained from the 
Superintendent of Documents, Washington, DC 20402, at a subscription price of 
$20.00 per session, $5.00 additional for foreign mailing ; single copies vary in price. 
299. S.J. Res. 234, joint resolution deploring attempted assassination of Governor 
George C. Wallace of Alabama. Approved May 18,1972. 1p. * Paper, 5c. 
304. H.R. 14070, act to authorize appropriations to National Aeronautics and 
Space Administration for research and development, construction of fa- 
cilities, and research and program management, and for other purposes. 
[Approved May 19, 1972.] Sp. * Paper, 10c. 

14463 d . H.R. 5404, act to direct Secretary of Agriculture to release on behalf of 
United States a condition in deed conveying certain lands to Arkansas 
Game and Fish Comumission, and for other purposes. [Approved June 23, 
1972.] 2p. * Paper, 5c. 

14464 323. H.R, 9552, act to amend cruise legislation of Merchant marine act, 1936. 
Approved June 30,1972.1 p. * Paper, dc. 

14465 326. H.R. 7088, act to provide for establishment of Tinicum National Environ- 
mental Center in Commonwealth of Pennsylvania, and for other pur- 
poses. [Approved June 30, 1972.] 2p. * Paper, 5c. 

14466 327. H.R. 9580, act to authorize Commissioner of District of “Columbia to enter 
into agreements with Virginia and Maryland concerning fees for opera- 
tion of certain motor vehicles, and enforcement of trafic laws. Approved 
June 30,1972.1p. * Paper, de. 

14467 332. H.J. Res, 812, joint resolution to authorize Secretary of Interior to partici- 
pate in planning and design of national memorial to Franklin Delano 
Roosevelt, and for other purposes. Approved June 30, 1972. 1 p. 
* Paper, 5c. 

14468 333. H.R. 10595, act to restore to Custis-Lee Mansion located in Arlington 
National Cemetery, Arlington, Va., its original historical name, followed 
by explanatory memorial phrase, so that it shall be known as Arlington 
House, The Robert E. Lee Memorial. Approved June 30, 1972. f 
* Paper, 5c. 

14469 335. S.J. Res. 250, joint resolution to extend authority of Secretary of Housing 
and Urban Development with respect to interest rates on insured mort- 
gages and to extend laws relating to housing and urban development. 
[Approved July 1,1972.] 2p. * Paper, 5c. 

H.J. Res. 1238, joint resolution making supplemental appropriation for 
disaster relief. Approved July 1,1972.1p. * Paper, 5c. 

3. H.R. 1074, act to amend sec. 220(b) of Interstate commerce act to permit 
motor carriers to file annual reports on basis of 13-period accounting year. 
Approved July 7,1972.1p. * Paper, dc. 

9. H.R. 6479, act to provide | for licensing of personnel on certain vessels. 
[ Approved July 7,1972.] 2p. * Paper, 5c. 

. S. 3345, act to amend title 38, United States Code, to increase maximum 
amount of grant payable for specially adapted housing for disabled vet- 
erans. Approved July 10,1972.1p. * Paper, 5c. 

5. H.R. 9410, act to amend title 5 of Social security act to extend for one 
year (until June 30, 1973) the period within which certain special project 
grants may be made thereunder. Approved July 10, 1972. 1 p. * Paper, 
5 


c. 
6. H.R. 11774, act to authorize study of feasibility and desirabilit ty of estab- 


lishing unit of national park system in order to preserve and interpret 
site of Honokohau National Historical Landmark in Hawaii, and for 
other purposes. [Approved July 11, 1972.] 2p. * Paper, 5c. 

. 8. 979, act to amend act of Sept. 80, 1965, relating to high-speed ground 
transportation, to enlarge authority of Secretary to undertake research 
and development, to remove termination date thereof, and for other pur- 
poses. [Approved July 13, 1972.] 2p. * Paper, 5c. 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


14477 Beonomics of Federal subsidy programs, compendium of papers [with 
bibliographies; compiled by Jerry J. Jasinowski]. (Joint committee 
print, 92d Congress. 2d session.) 

L.C. ecard 72-601989 


pt. 4. eo education and man-power subsidies ; Aug. 28, 1972. 1972. v-+ 407-506 
. il. * Paper, 65c. @ Item 1000 Y 4.Be 7: Su 1/4/pt.4 
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14478 Improving national productivity, hearings before Subcommittee on Priori- 
ties and Economy in Government, 92d Congress, 2d session, Apr. 25-27, 
1972, 1972. iv-+256 p. il. * Paper, $1.25 (S/N 5270-01564). @ Item 1000 
L.O, card 72-602916 Y¥4.He7: P 94/19 


14479-14481 [These entry numbers not used.] 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


14482 Journal of House of Representatives, 92d Congress, ist session, begun and 
held at city of Washington, Jan. 21, 1971-[Dec. 17, 1971]. 1972. [1]+ 
2746 p. 4° { @ Item 1080 XJH : 92-1 


House documents 


oTp.—All House documents, entries for which are followed by a ft, may be 
pe from the House Document Room or from the issuing office. 


House documents, 92d Congress. 

22. Minerals yearbook, 197C: v. 1, Metals minerals, and fuels; prepared by staff 
of Bureau of Mines. i972.] vili+1235 p. il. *(Also available in depart- 
mental edition, cloth $6.00, I 28.37 : 970/v. 1 and sent to depository in that 
form, See entry no. 15107.) 

220. Register of P ccc naps 4 iy - ie yg officers of United States Navy and 
reserve offi ao, Be 31, 2971. [1972.] cover title, xvi+ 
(2] +1046 . so ” ONAVEEE 15, 018. ) *(Available in departmental edi- 
tion, $6.75, D 208.12:971, and sent to depositories in that form. See 
entry no. 1580 ) 

. 38th annual report 1970—71, Farm Credit Administration [and] Cooperative 
BWarm Credit System. (1972. x+102 p. il. [Also issued in departmental 
edition and sent to depositories in that form. See entry no. 14886.] + 

. 6th annual ps rt, Equal Employment Opportunity Commission on P. year 
1971]. [1972.] cover title, [3]+70 p. il. oblong +s Text on 2 of 
cover. ] *(Available 3 in departmental edition, er 2: toh , and 
sent to depositories in that form. See entry no. 

. How our laws are made. by Charles J. Zinn, ‘revised S84.) updated by Joseph 
ry ot ae 30, 1972. 972. vili+63 p. * Paper, 35c. (S/N 5271-0304). 

m 

. 1971 annual report on administration of Radiation control for health and 
safety act of 1968, message from the President; Aug. 2, 1972. 1972. 
vii+110 p. 4° ¢ @ Item 996 

. 6th annual report of National Advisory Count on Extension and Continuing 
Bducation, pursuant to Public law 89-329, message from the President 
transmitting report; Aug. 3, 1972" 1972. (oy pila 4° + @ Item 996 


House reports 


Norts.—For titles of bills which these reports accompany, see Congressional record 
ex. 


House reports on private bills, 92d Congress. + House Document Room, 
Capitol. @ Item 1008-B 
1239. Rita ay Valleriani, Report from Committee on Judiciary to accompany 
S. 2704. July 25, 1972. r. 


D. 
1248. Walter Eduard Koenig. Tea from Committee on Judiciary to accompany 
H.R. 14173. Jul, 26. ‘197: 
1256. Mrs. Gavina A. alacay. Report from Committee on Judiciary to accom- 
pany H.R. 4646. July 27, 1972. 4 p. 
1257. Mrs. Purita bg poe "Bohannon. Report from Committee on Judiciary 
to oqemenee = 10711. July 27, 1972. 4 p 
1296. 40%. Kosanovic. Report — ommittee rh ‘Judiciary to accompany H.R. 
1777. August 8, 1972. 11 
1287. Marie Camilla Guiliani Niro. Report from Committee on Judiciary to ac- 
company H.R. 3899. Aug. 3, 1972. 6 p 
1298. Rosita E. Hodas. Report from Comumittes on Judiciary to accompany H.R. 
6324. Aug. 3, we 5p. 
1351. Capt. Ronald ‘W Grout. USAF. Report from Committee on Judiciary to 
accompan HR. 5668. Aug. 16, 1972. 6 p 
1352. st gh eaborg. rs og from Committee on Judiciary to accompany 
H.R. 6367 Aug. 16, 1972. 3 p. 
1354. Donald W. Wot tring Report. from Committee on Judiciary to accompany 
H.R. 11047. Aug. fs, x 


1355. as gt cz. Malting. ‘eport trom Committee on Judiciary to accompany 


1356. m it. ‘a "FT Tremba. Heport ry Committee on Judiciary to ac- 
oa = 11749. Ase. 16, 1972.7 
1359. Robert Gi Report from Committee on Judiciary to accompany H.R. 


11631. Aug. 16, 1972. 8 p. 
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Drommerr 1972 


14503 1864. —_ ry aug ti, ase Committee on Judiciary to accompany H.R. 
u 
14504 1365. Kichard L. ‘anowski. Pas rt io’ Committee on Judiciary to accom- 
pany ELR. 15865. Aug. 17, 1972. 4 p. — 


House reports 


House reports on public bills, 92d Congress. + House Document Room, 
Capitol. (No. 1018 is sold by the Superintendent of Documents.) 
@ Item 1008-A 
930. a of H.R. 13120. Report Po Committee on Rules to 

any H. Res. 900. Mar. 20, 1972. 1 p. 
997. Consliisentinn of H.R. 13034. Re; eport from Committee on Rules to 
accompany H. Res. 930. Apr. 18, 1972. 
998. Consideration of H.R. 10488. Report trom Committee on Rules to 
accompany H. Res. 931. Apr. 18, 1972. 
1018, pt. 2. State and local fiscal assistance act ar 972. Scoptement report, 
rtd distribution of ar [from] Committee on Ways and 
to accompany H.R. 14370; Apr. 26, 1972. 1972. vi (4) 
+852 b. * Paper, $3.50. (To be sent to depository libraries in Seri 
D 

Consideration s.. H.R. 14015. Report from Committee on Rules to 
accompany H. Res. 952. May 1, 1972. 

Providing for printing of House document entitled Report of special 
study of securities market by Securities and Exchange Commission. 
Report from Committee on House Administration to accompany 
H. Con. Res. 483. May 9, 1972. 1 p. 

Time ET. tobacco uota transfers. Conference report to accom- 
pany H.R 13361. May 15, 1972. 2 p. 

Waiving certain ints of order against H.R. 14989. Report from 
Committee on Rules to ey H. Res. 983. May 16, 1972. 1 p. 

Department of Housing and Urban Development, space, science, vet- 
erans, J certain other independent agencies appropriation bill, 
1973. rt from Committee on Appropriations to accompany H.R. 
15093. A ris 1972. 41 p. 

Consideration of H.R. 10792. Report from Committee on Rules to 
accompany H. Res. 1010. June 6, 1972. 1 

Compensation of Federal representatives on Southern and Western 
Interstate Nuclear Boards. Report — Committee on Judiciary to 
accompany H.R. 14974. June 13, 1972. 5 P: 

U.S. economic assistance for Khmer mepeee ic (Cambodia), 13th report 
Lf ee on Government Operations; June 16, 1972. 1972. 


v+61 p. 
L.C. card 72—-602950 

District of Columbia food inspection and licensing, 14th ere: by 
Committee on Government Operations ; June 19, 1972. 1972. v+2 ai 

ay Postal Service, and general Government appropriation b 

8. Report from Committee on Appropriations to accompany H. R. 
15985. June 19, 1972. 57 p. 
So of H.R. 15945. Report oom Committee on Rules to 
y H. Res. 1025. June 22, 1972. 1 p. 

Consideration of H.R. 15081. Report from Committee on Rules to 
accompany H. Res. 1027. oe 27, 1972. 1 p. 

Establishing Fossil Butte National Monument in State of Wyoming, 
and for other purposes. Report from Committee on Interior and 
—— =. to accomnany H.R. 1553. July 18, 1972. 8 p. [Cor- 
r 

fui ay Secretary of Interior to provide for a ye recon- 
struction, and exhibition of gunboat “Cairo”, and for other pur- 
poses. Report from Committce on ; “sae and Insular Affairs to 
coommaeay H.R. 6618. July 18, 1 Sp. 

sae ng establishment of aa Kohrs Ranch National Historic 

Site in State of Montana. and for other purposes. Report from 
Committee on Interior and Insular Affairs to accompany H.R. 9594. 
July 18, 1972. 6 p. 

Consideration of H.R. 15580. Report mee Committee on Rules to 
accompany H. Res. toa. July 18, 1972. 

Consideration of H.R. 15641. Report from Committee on Rules to 
accompany H. Res. 1042. July 18, 1972. 

Further amending U.S. information and - exchange act of 

1948. Report = , reed on Foreign Affairs to accompany S. 
3645. July. 19, 1972. 8 p. 

Authorizing and directing Secretary of Agriculture to classify as 
wilderness a. forest lands known as Lincoln Back Country, 
and pores of Lewis & Clark and Lolo National Forest in Montana, 
and for other purposes. July 19, 1972. 6 p. 

Consideration of H.R. 3542. Report from Committee on Rules to ac- 
company H. Res. 1046. July 20, 1972. 1 

Consideration of H.R. 14538. Report 1 ae Committee on Rules to 
accompany H. Res. 1047. July 20, 1972.1 p 

Consideration of H.R. 14542. Report aye Ceceestites on Rules to ac 
company H. Res. 1048. July 20, 1972.1 


For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 15 





14531 
14532 
14533 


14534 
14535 
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14539 
14540 
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14542 


14543 
14544 


14545 
14546 


14547 


14548 
14549 
14550 
14551 


14552 


GovERNMENT PUBLICATIONS 


(House reports on public bills, 92d Congress—Continued 


1231. 
12338. 
1235. 


1241. 
1243. 
1244, 
1246. 
1247. 


1253. 
1254. 
1255. 


1260, pt. 2. 


1262. 
1265. 


Highway emergency relief. Report orem. 7 oes on Public Works 
to accompany H.R. 15950. J 20, 1972. 4 p. 

Dues for membership in Susevaationsl Criminal Police 3 
Conference report to accompany H.R. 11350. July 24, 1972. 

Increasing authorization for appropriation for completing | in 
Missouri River basin by ret er of Interior. Conference report 
to accompany S. 3284. July 24, 197 

Consideration of H.R. 12807. Report ~ ms Committee on Rules to 
accompany II. Res. 1053. July 25, 1972. 1 p. 

Consideration of H.R. 440. Report from Committee on Rules to ac- 
company H. Res, 1055. July 25, 1972. 1 p. 

Consideration of H.R. 7060. Report a Committee on Rules to ac- 
company H. Res. 1056. July 25. 1972. 1 p. 

Economic opportunity amendments of 1972. Conference report to 
accompany H.R. 12350. July 26, 1972. 47 p 

bf os oints of order against seaibaliee report on bill H.R. 
12 eport ag ~ tapiataee on Rules to accompany H. Res. 
1057. ‘July 26, 1972.1 

Consideration of H.R. 14146. Report from Committee on Rules to 
accompany H. Res. 1063. July 27, 1972. 1 p. 

Consideration of H.R. 15474. Report from Committee on Rules to 
accompany HI. Res. 1064. July 27, 1972.1 p. 

Consideration of H.R. 15475. Report from Committee on Rules to 
accompany H. Res. 1065. July 27, 1972. 1 p. 

International economic policy act of 1972. Supplemental report from 
Committee on Banking and Currency to accompany H.R. 15989. 
Aug. 3. 1972. 2 p. 

Uniform relocation assistance. Report from Committee on Public 
Works to accompany S. 1819. July 28, 1972. 19 p. 

Authorizing a + abn aga for activities of National Science Foun- 
dation. Conference report to accompany H.R. 14108. July 31, 1972. 


p. 

Consideration of H.R. 15989. Report from Committee on Rules to ac- 
company H. Res. 1071. July 31, 1972. 1 p. 

Foreign assistance act of 1972. Report together with minority, sup- 
meee, additional, and dissenting views from Committee on 

oreign Affairs to accompany H.R. 16029. Aug. 1, 1972. iii+37 p. 

Providing for consideration of H.J. Res. 620, proposing amendment 
to Constitution of United States. Report from Committee on Rules 
to accompany H. Res. 610. Aug. 1, 1972. 1 p 

Pay of Government prevailing rate employees. Conference report to 
accompany H.R. 9092. Aug. 1, 1972. 4 p. 

Sawtooth National Recreation Area, Idaho. Report from committee 
of conference to accompany H.R. 6957. Apr. 2, 1972. 10 p. 

Container barge service. Report from Committee on Merchant Marine 
and Fisheries to accompany H.R. 9128. Aug. 2, 1972. 31 p. 

Wheat research and promotion. Report together with opposing views 
from Committee on Agriculture to accompany H.R. 13514. Aug. 2, 
1972.10 p. 

Making appropriations for agriculture-environmental and consumer 
protection programs for fiscal year ending June 30, 1973, and for 
other purposes. Conference report to accompany H.R. 15690. Aug. 2, 
1972. 13 p. [Corrected print.] 

Census confidentiality/mid-decade sampie survey bill. Report from 
Committee on Post Office and Civil Service to accompany H.R. 14153. 
Aug. 3, 1972. 27 p. 

Civil service retirement credit for service as District of Columbia sub- 
stitute teachers. Report from Committee on Post Office and Civil 
Service to accompany S. 1031. Aug. 3, 1972. 7 p. 

Consideration of H.R. 13694. Report from Committee on Rules to 
accompany H. Res. 1081. Aug. 3, 1972. 1 p. 

Consideration of H.R. 16029. Report from Committee on Rules to 
accompany H. Res. 1082. Aug. 3, 1972. 1 p. 

Transmittal of executive agreements to Congress. Report from Com- 
mittee on Foreign Affairs to accompany S. 596. Aug. 3, 1972. 4 p. 

Farmfest—U.S.A. and World Ploughing Contest. Report from Com- 
mittee on Foreign Affairs to accompany S.J. Res. 182. Aug. 7, 1972. 


8p. 
rae works appropriations, 1973. Conference report to accompany 
H.R. 15586. Aug. 7, 1972. 81 p. 

Public works and economic development act amendments of 1972. 
Report together with additional, supplementary, and dissenting views 
from Committee on Public Works to accompany H.R. 16071. Aug. 7, 
1972. 56 p. 

Department of Transportation appropriation bill, 1973. Conference 
report to accompany H.R. 15097. Aug. 7, 1972. 10 p. [Corrected 


print.] 
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DrcemMBer 1972 


Ameneing sate resolution providing for membership and participation 
by United States in South Pacific Commission. Report from Com- 
mittee on Foreign Affairs to accompany H.J. Res. 1211. Aug. 8, 1972. 


3p. 

Consideration of H.R. 15375. Report from Committee on Rules to 
accompany H. Res. 1084. Aug. 8, 1972. 1 p. 

Disaster relief supplemental appropriations, 1973. Report from Com- 
—_ on Appropriations to accompany H.R. 16254. Aug. 9, 1972 


Further continuing appropriations, 1973. Report from Committee on 
Appropriations to accompany H.J. Res. 1278. Aug. 9, 1972. 3 p. 

Saving lives in nursing home fires. 16th report by Committee on 
Government Operations. Aug. 9, 1972. 1972. v+29 p. 

Increasing protection for our waters, wetlands, and shorelines, Corps 
of Engineers. 17th report by Committee on Government Operations. 
Aug. 10, 1972. 1972. v+-51 p. 

Shoreside visitors’ facilities at U.S.S. Arizona Memorial. Report from 
wean on Armed Services to accompany H.R. 16201. Aug. 10, 

. 6p. 

To authorize appointment of students at State maritime academies 
and colleges as U.S. Naval Reserve midshipmen, and for other pur- 
eee. Report from Committee on Armed Services to accompany 

-R. 16233. Aug. 10, 1972. 12 p. 

To remove restrictions from deed to Columbia Military Academy. 
Report from Committee on Armed Services to accompany H.R. 
16251. Aug. 10, 1972. 5 p. 

Directing Secretary of Defense to furnish to House of Representatives 
information with respect to American bombing and naval bombard- 
ment of North Vietnam since Mar. 1, 1972. Adverse report from 
ons. on Armed Services to accompany H. Res. 1078. Aug. 10, 

- on 

14572 : Directing Secretary of Defense to furnish to House of Representatives 
certain information concerning military operations against North 
Vietnam. Adverse report from Committee on Armed Services to 
accompany H. Res. 1079. Aug. 10, 1972. 2 p. 

14573 = 1332. Disaster relief loans. Conference report to accompany H.R. 15692. 
Aug. 10, 1972. 11 p. 

14574 1334. Accelerated reforestation of national forests. Conference report to 
accompany H.R. 13089. Aug. 14, 1972. 3 p. 

14575 1343. Consideration of H.R. 13514. Report from Committee on Rules to 
accompany H. Res. 1093. Aug. 15, 1972. 1 p. 

14576 1344. Providing for consideration of conference reports on same day 
reported. s= from Committee on Rules to accompany H. Res. 
1094. Aug. 15, 1972. 1 p. 

14577 1349. National heart, blood vessel, lung, and blood act of 1972. Conference 
report to accompany S. 3323. Aug. 16, 1972. 16 p. 

14578 1350. Uniformed services health professions revitalization act. Conference 
report to accompany H.R. 2. Aug. 16, 1972. 12 p. 

14579 1361. Consideration of conference report on bill S. 3726. Report from Com- 
mittee on Rules to accompary H. Res. 1102. Aug. 16, 1972. 1 p. 

14580 1362. Nationa! Historical Publications Commission. Report from Committee 
on Government Operations to accompany H.R. 15763. Aug. 17, 1972. 
13 p. 

14581 1367. Economic opportunity amendments of 1972. Conference report to 
accompany H.R. 12350. Aug. 18, 1972, 29 p. 

14582 1368. Authorizing sale and exchange of certain lands on Coeur d’Ajene Indian 
Reservation, and for other purposes. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 2327. Sept. 5, 
1972. 6 p. 

Providing for disposition of funds appropriated to pay judgment in 
favor of Mississippi Sioux Indians in Indian Claims Commission 
dockets numbered 359-363, and for other purposes. Report from 
Committee on Interior and Insular Affairs to accompany H.R. 6067. 
Sept. 5, 1972. 17 p. 

Authorizing Secretary of Interior to convey trust title of U.S. Gov- 
ernment land within Devils Lake Sioux Reservation to Devils Lake 
Sioux Tribe. Report from Committee on Interior and Insular Af- 
fairs to accompany H.R. 9294. Sept. 5, 1972. 4 p. 

Communicable disease control amendment act of 1972. Conference 
report to accompany S. 3442. Sept. 6, 1972. 14 p. 

Suspension of duties on certain forms of copper. Report from Com- 
mittee on Ways and Means to accompany H.R. 14886. Sept. 6, 1972. 
4p. 

Deductibility of accrued vacation pay. Report from Committee on 
Ways and Means Committee to accompany H.R. 16299 Sept. 6, 
1972. 4 p. 

Providing that United States disclaims any interest in certain tract of 
land. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 11449. Sept. 6, 1972. 27 p. 
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‘House reports on public bills, 92d Congress—Continued 
1382. Authorizing Secretary of Agriculture to exchange certain national 
forest lands within Carson and Santa Fe National Forests in State 
of New Mexico for certain private lands within Piedra Lumbre 
Grant, in State of New Mexico, and for other purposes. eo 
from Committee on Interior and Insular Affairs to accompany H.R 
10857. Sept. 6, 1972. 4 p. 

Modifying boundaries of Santa Fe, Gila, Cibola, and Carson National 
Forests in State of New Mexico, and for other purposes. Report 
from Committee on Interior and Insular Affairs to accompany H.R. 
9018. Sept. 6, 1972. 8 p. 

Inquiry into freight car shortages. Report of Special Subcommittee 
on Investigations of Committee on Interstate and Foreign Com- 
Ss to H. Res. 170, 92d Congress) ; Sept. 6, 1972. 1972. 

Dp. 

Amending sec. 319 of Immigration and nationality act. Report from 

Committee on Judiciary to accompany H.R. 1536. Sept. 7, 1972. 


6 p. 

Amending sec. 301(b) of Immigration and nationality act, as amended. 
Report from Committee on Judiciary to accompany H.R. 8273. 
Sept. 7, 1972. 9 p. 

Child nutrition. Conference report to accompany H.R. 14896. Sept. 11, 


1972. 6 p. 

Department of Defense appropriation bill, 1973. Report, together with 
separate and additional views from Committee on Appropriations to 
accompany H.R. 16593. Sept. 11, 1972. 256 p. 


Agriculture Committee, House 
Washington, DC 206515 


[Committee hearing] serial, 92d Congress. 
L.C. card 72-602918 
14596 GG. Establish commission to investigate clearcutting of timber on public lands, 
hearing before Subcommittee on Fo s, 92d Congress, 2d session on H.R. 
14354, H.R. 14888, H.R. 15042, and H.R. 15077, June 20, 1972. 1972. iv 
+99 p. ¢ @ Item 1010 ¥ 4.Ag 8/1: C58 


Appropriations Committee, House 
Washington, DC 20515 


Department of Defense appropriations for 1973, hearings before subcom- 
mittee, 92d Congress, 2d session. 1972. + @ Item 1011 
L.C. card 61-60926 Y 4.Ap 6/1: D 36/5/973/pt. (nos. ) 
14597 pt. 5. Operation and maintenance. i+ 1339+ viii p. il. 
14598 pt.9. Testimony of Vice Adm. Hyman G. Rickover. vii+770 p. 
14599 Military construction appropriations for 1973, hearings before subcommit- 
tee, 92d Congress, 2d session. 
L.C. card 72-602046 
pt. 4. Contingency fund, Defense office building, family housing, NATO infra- 
structure, Safeguard program, Southeast Asia construction review, status 
of funds, testimony of members of Congress and other individuals and 


organizations. 1972. 1i+-727+ix p. il. f @ Item 1011 
Y 4.Ap 6/1: M 59/6/973/pt.4 


Armed Services Committee, House 
Washington, DC 20515 


14600 Cuban plane incident at New Orleans, report of Armed Services Investigat- 
ing Subcommittee, 92d Congress, Ist session, under authority H. Res. 
201; Jan. 3, 1972. 1972. iii+-12 p. il. (Committee print.) 7 
L.C. card 72-600802 Y 4.Ar 5/2: C 89/2 


Papers, 92d Congress. @ Item 1012 Y 4.Ar 5/2 a: 971-72/ (nos.) 
NotTe.—These papers consist largely of hearings. They are paged continuously for 
binding at the end of session of Congress under titie ‘‘Hearings before Committee 
on Armed Services of the House of epresentatives on sundry be ga og affectin 
the naval and military establishments.” Title page, contents, a index are issue 
for each volume. 
14601 52. Hearings before Special Subcommittee on North Atlantic Treaty Organization 
Commitments, 92d Congress, ist and 2d sessions q 1971-—Mar. 24, 
1972. 1972. cover title, 12505—-13600+ xii p. il. * Paper, $4.50. 
L.C. card 72-602975 
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62. Full committee consideration of H.R. 16233, H.R. 14546, H.R. 16201, H.R. 
16251, H.R. 13792; and privileged resolutions House Resolution 1078 and 
House Resolution 1079 (various military operations in North Vietnam). 
Aug. 9, 1972. p. 14861-14914 il. f¢ 


Banking and Currency Committos, House 
Washington, DC 20515 


International monetary reform, hearing before Subcommittee on Interna- 
tional Finance, 92d Congress, 2d session, on defining objectives of United 
States in area of international monetary reform, June 22, 1972. 1972. 
iii+43 p. ¢ @ Item 1013 
L.C. card 72-602831 Y 4.B 22/1: M 74/21 


Education and Labor Committee, House 
Washington, DC 20515 


Amending Service contract act of 1965, hearing before Special Subcommit- 
tee on Labor, 92d Congress, 2d session on H.R. 11884, June 1, 1972. 1972. 
iii+37 p.il. + @ Item 1015 
L.C. card 72-602889 Y 4.Ed 8/1: Se 6/972 


Foreign Affairs Commiitee, House 
Washington, DC 20515 


Agreement on limitation of strategic offensive weapons, hearings, 92d Con- 
gress, 2d session on joint resolutions, Juiy 20—Aug. 9, 1972. 1972. iii+155 
p. + @ Item 1017 
L.C. card 72-602856 Y 4.F 76/1: St 8/2 


Drifting toward crisis, report of special study mission to Pakistan and 
India, by Peter H. B. Frelinghuysen, N.J., pursuant to H. Res. 109; 
Nov. 3, 1971. 1971. vii+22 p. (Committee print, 92d Congress, 1st 
session.) tf 
L.C. card 74-616464 Y4.F 76/1: D 88 


7 Moratorium on killing of polar bears, hearing before Subcommittee on 


14611 


International Organizations and Movements, 92d Congress, 2d session, 
on H.J. Res. 1179; July 26, 1972. 1972. iii+71 p.il. 7 @ Item 1017 
L.C. card 72-602888 Y 4.F 76/1: P 75/6 


Report of Congressman Wolff on trip to Northern Ireland, hearing before 
Subcommittee on Europe, 92d Congress, 2d session, July 18, 1972. 1972. 
iii+23p. 7 @ Item1017 
L.C. card 72-602998 Y 4.F 76/1: Ir 2/4 

Science, technology, and American diplomacy : Baruch plan, U.S. diplomacy 
enters nuclear age, prepared for Subcommittee on National Security 
Policy and Scientific Developments, by Leneice N, Wu, Foreign Affairs 
Division, Congressional Research Service, Library of Congress; Aug. 
1972. 1972. vi+67 p. (Committee print.) * Paper, 30c. 

L.C. card 72-602793 Y 4.F 76/1: Sei 2/7 


Science, technology, and American diplomacy: Beyond Maulthus, food/ 
people equation, prepared for Subcommittee on National Security Policy 
and Scientific Developments by Allan S. Nanes ; Foreign Affairs Division, 
Congressional Research Service, Library of Congress; Oct. 1971. 1971. 
96 p. (Committee print.) + 
L.C. card 77-616462 Y 4.F 76/1: Sci 2/6 


U.S. interests in and policy toward Persian Gulf, hearings before Sub- 
committee on Near East, 92d Congress, 2d session, Feb. 2-Aug. 15, 
1972. 1972.x+212p.il. + @ Item 1017 
L.C. ecard 72-603075 Y 4.F 76/1: P 43/2 
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Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. + @ Item 1023 

14612 19. Designation of wilderness areas, hearings before Subcommittee on national 
parks and recreation, 92d Congress, 2d session, 
L.C. card 72—600829 
pt. 4. Lava Beds National Monument as wilderness area, hearing, on H.R. 

, Apr. 27, 1972. 1972. iv+49 p. il. Y4.In 8/14: 92-19/pt.4 

14613 38. Samoan elected Governor, hearing before Subcommittee on Territorial and 
Insular Affairs, 92d Congress, 2d session, on H.R. 11523 and H.R. 12493, 
Mar. 23, 1972. 1972. iv-+187 p. il. 
L.C. card 72—602926 Y 4.In 8/14 : 92-38 


Internal Security Committee, House 
Washington, DC 20515 


14614 Investigation of attempts to subvert United States armed services, hear- 
ings, (including index) , 92d Congress, 1st session. 


L.C. card 72-—602874 Y 4.In 8/15: Ar 5/pt.1 
pe. a. a - ee 1971. 1972. v-+- 6381-6843 + xxxiv p. il. * Paper, $1.75. @ Item 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. ¢ @ Item 1019 
Y 4.In 8/4: 92—(nos.) 
14615 74. Air passenger fees, State and local charges, hearings before Subcommittee on 
Transportation and Aeronautics, 92d Congress, 2d session on H.R. 2337, 
oy bang | and H.R. 10326 (and identical bills), June 19 and 23, 1972. 
v 
L.C. card 72-602923 
14616 82. Inquiry into freight car shortages, pt. 2, hearings before Special Subcom- 
mittee on Investigations, 92d Congress, ist and 2d sessions, July 16, 1971- 
Apr. 21, 1972. 1972. vii+453-819 p. il. 
L.C. card 72-602819 
14617 83. Emergency medical services act of 1972, pt. 1, hearings before Subcommittee 
- = “Sane Ts and Environment, 92d Congress, 2d session on H.R. 12563, 
135 H.R. 12787, H.R. 13447 [and] H.R. 9876, June 13-15, 1972. 
Tor5. tie d10 p. il. [Errata sheet, p. 11, issued also.] 
L.C. card 72—602789 


14618 Medical device legisiation pending before Interstate Commerce Committee 
as of Dec. 15, 1971, together with transmittal letter and summary of 
administration bill H.R. 12316, prepared by the staff for Subcommittee 
on Public Health and Environment; Dec. 15, 1971. iii+104 p. (Com- 
mittee print 13, 92d Congress, Ist session.) { 

L.C, card 72-600738 Y 4.In 8/4: M 46/11 


14619 Review of SEC Securities and Exchange Commission] records of demise 
of selected broker-dealers, staff study for Special Subcommittee on 
Investigations; July 1971. [1971.] v+155 p. (Committee print, 92d 
Congress, Ist session.) f{ 

L.C. card 77-616332 Y 4.In 8/4: B 78/9 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. + @ Item 1020 
Y 4.J 89/1 : 92—(nos.) 
14520 15. Corrections, Federal and State parole systems, hearings before Subcommittee 
8, on H.R. 13118, identical and related bills. 
L.C. card 73-61614 
pt. 7-A. Bc mae Feb. 29—May 3, 1972. 1972. vii+ 885 p. 
14621 32. School busing, hearings before subcommittee 5, 92d Congress, 2d session on 
— osed amendments to Constitution and legislation reeb S to trans- 
pre ration and assignment of a school pupils, pt. 3, Feb. 28-May 24, 
972. 1972, xiii+ 1291-1950 p. 1 
L.C. card 72—602628 
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14622 33. Gun control legislation, hearings before subcommittee 5, 92d Congress, 2d 
session, on H.R, 8828 and related bills, June 27-29, 1972. 1972. v1 360 p. 
L.C. card 72-603074 


14623 Enforcement of voting rights act of 1965 in Mississippi, report of Civil 
Rights Oversight Subcommittee (Subcommittee 4); Jan. 1972. 1972. 
v+15 p. (Committee print.) f 
L.C, ecard 72-600795 Y 4.J 89/1: V 94/3 


14624 Federal rules of appellate procedure, with forms, as amended to Oct. 1, 
1972; [prepared by Joseph Fischer]. 1972. viii+33 p. * Paper, 30c. 
L.C. card 78618794 ¥ 4.J 89/1: Ap 4/2/972 


Merchant Marine and Fisheries Committee, House 
Washington, DC 2051 


[Committee hearings] serial, 92d Congress. + @ Item 1021 
Y 4.M 58 : 92—(nos.) 

14625 21. Cargo for American a pt. 2, hearings before Subcommittee on Merchant 
ae ne, 92d Congr 2d oomaton on H.R. 12324, H.R. 12569 Feb. 24— 
Mar. 23, 1972. v+551-861 p. il. 
L.C. card 72-602139 

14626 26. Coast Guard miscellaneous, hearings before Subcommittee on Coast Guard, 
Coast and Geodetic Survey, and Navigation, 92d Congress, 2d session, on 
Coast Guard une 8, 1 H.R. 13188, H.R. 10486, H.R. 13697, H.R. 14891, 
Dec. 15, so nt 1972. 1972. iv-+147 p. 2 pl. 
L.C. card 72-60297 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. 
L.C. ecard 72-602782 
14627 24. National Guard retirement, hearing before Subcommittee on Retirement, 
Insurance, and Health Benefits, 92d Congress, 1st session on H.R. 9858 and 
similar bills; Sept. 17, 1971. 1972. iii+-74 p. ft @ Item 1022 
Y¥ 4.P 84/10 : 92-24 


14628 Report on investigation of contract between Westinghouse Electric Corpo- 
ration and United States Postal Service, [by] Subcommittee on Investi- 
gations; Oct. 19, 1971. [1971.] iii+114 p. (Committee print 13, 92d 
Congress, 1st session.) f 
L.C. card 72-614953 Y 4.P 84/10: W 52 


14629 Report on operations in connection with bonding of Government officers 
and employees under act of Aug. 9, 1955, for fiscal year ended June 30, 
1971; Oct. 12, 1971. 1971. ii+7 p. (Committee print no. 12, 92d Congress, 
ist session.) f 
L.C. card 74-614975 Y 4.P 84/10: B 64/6/971 


Public Works Committee, House 
Washington, DC 20515 


[Committee publications] 92d Congress. f Y 4.P 96/11 : $2—(nos.) 

17. Economic development programs, under jurisdiction of Committee on Public 
Works, pt. 1, 1971 amendments to Public works and economic development 
act of 1965 and Appalachian regional development act of 1965, pt. 2, Public 
works and economic development act of 1965, as amended, pt. 3, Appalachian 
regional development act of 1965 as amended; Dec. 1971. 1971. iii+95 p. 
(Committee print, 92d Congress, 1st session.) 
L.C. card 72—600644 

32. 1972 highway legislation, hearings before Subcommittee o. Roads, 92d Con- 
gress, 2d session, Feb, 17—Apr. 12, 1972. 1972. ix+1050 p. i. 2 pl. @ Item 
1024 
L.C. card 72—602920 

33. Projects proposed for inclusion in omnibus river and harbor and flood control 
legislation, 1972, joint hearings before Subcommittee on Rivers and Harbors 
and Subcommittee on Flood Control and Internal Development, 92d Con- 
gress, 2d session, Feb. 17—Mar. 2, 1972, 1972. vii+-312 p. i. @ Item 1024 
L.C. card 72—603082 
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Science and Astronautics Committee, House 
Washington, DC 20515 


Briefings before Task Force on Hnergy of Subcommittee on Science, Re- 
search, and Development, 92d Congress, 1st session. 1971. viii+111 p. il. 
(Serial M, Committee print.) + 
L.C. card 72-600766 Y 4.Sei 2: 92-1/M 


Metric America [report of study conducted under provisions of Public law 
90-472], 92d Congress, 1st session, Oct. 1971. 1971. [2]-+-xviii+170 p. il. 
(Serial I; Committee print.) f 
L.C. card 72-616008 Y 4.Sei 2: 92-1/1 

[Paper] 92d Congress, 2d session. 


14635 21. 4th annual report of National Science Board, ie 4 before 92d Congress, 2d 
session, Apr. 26, 1972. 1972. 111+ 115 p. il. re ral e: 
4.S8e 


14636 Report of George P. Miller, Congressional adviser to U.S. el at 
meeting of Ministers of Science, Organization for Economie Cooperation 
and Development; Nov. 1971. 1971. v+47 p. (Serial K ; Committee print, 
$2d Congress, 1st session.) f 
L.C. card 72-600796 Y 4.Sei 2: 92-1/K 


14637 Space shuttle, Skylab, manned space flight in 1970’s, status report for Sub- 
committee on NASA Oversight, 92d Congress, 2d session, Jan. 1972; 
[prepared by James E. Wilson and Harold A. Gould with assistance and 
participation of W. H. Boone, Joe Del Riego and Carl Swartz]. 1972. 
xiii+1004 p. il. (Serial N; Committee print.) + 
L.C. card 72-600576 Y 4.Scei 2: 92-2/N 


Veterans’ Affairs Committee, House 
Washington, DC 20515 


14638 [Remuneration received for outside professional activities of full-time title 
38 employees for FY-1971, report.] Oct. 15, 1971. 43 p. ( [Committee print 
100, 92d Congress, Ist session.]) ft 
L.C. card 72-602948 Y¥ 4.V 64/8: P 94/2/971 


Ways and Means Committee, House 
Washington, DC 2051 


14639 Customs port security act, hearings, 92d Congress, 2d session, on H.R. 
8476, July 31, 1972. 1972. v+-99 p. il. ¢ @ Item 1028 
L.C. card 72-603076 Y 4.W 36: C 96/33 


INTERNAL REVENUE TAXATION JOINT COMMITTEE 
Washington, DC 20515 


146394 Summary of Senate amendments to H.R. 10947, Revenue act of 1971, pre- 
pared for use of House and Senate conferees on H.R. 10947; Nov. 29, 
1971. 1971. [1]+39 p. (Committee print.) ¢ 
L.C. card 72-6007385 Y 4.In 8/11: R 32/7 


REDUCTION OF FEDERAL EXPENDITURES JOINT COMMITTEE 
Washington, DC 20510 


14639B 1972 budget scorekeeping report (staff report no. 10) pursuant to sec. 601 
of Revenue act of 1941, showing status of 1972 fiscal year Federal budget, 
cumulative to Nov. 4, 1971, with summary presentation. 1971. iii+23 p. 4° 
(Joint committee print, 92d Congress, Ist session.) tf 

Y 4.R 24/4: B 85/2/972/no.10 


14639C 1973 budget scorekeeping report (staff report no. 6) pursuant to sec. 601 of 
Revenue act of 1941, showing status of 1973 fiscal year Federal budget, 
cumulative to Aug. 18, 1972 with summary presentation. 1972. iii+28 

p.4° (Joint committee print, 92d Congress, 2d session.) f{ 
Y 4.R 24/4: B 85/2/973/no0.6 
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SENATE 
Washington, DC 20510 


Senate documents 


Note.—All Senate documents, entries for which are followed by a {, may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 92d Congress. 


86. ey and minority whips of Senate, history and development of party 
whip system in United States Senate; by Walter J. Oleszek. 1972. [1]+ 
20 p. t @ Item 996 
L.C. card 72—602979 
87. Report of Secretary of Senate from Jan. 1—June 30, 1972; Aug. 18, 1972. 
1972. iv+659 p. +(To be sent to depository libraries in Serial set binding. ) 


Senate reports 


ore.—For titles of bills which these reports accompany, see Congressional 
record index, 


Senate reports on private bills, 92d Congress. + Senate Document Room, 
Capitol. @ Item 1008-B 


14642 986. Capt. Claire BE. Brou (U.S. Air Force, Ret.). popest from Committee on 
Judiciary to accompany H.R. 6503. July 26, 1972. 37 p. 
14643 991. — of 3972 Report from Committee on Tedielaey to accompany 8. 3099. 
uly 27, 1972. 6 p. 
14644 1016. Mrs. Wanda action Report from Committee on Judiciary to accompany 
S. 82. Aug. 7, 1972. 8 p. 
14645 1018. Lester L. Stiteler. Report from Committee on Judiciary to accompany H.R. 
10676. Aug. 7, 1972. 3 
14646 1019. James E. Fry, Jr. and Margaret K. Fry. Report from Committee on Judi- 
ciary to accompany S. 633. Aug. 7, 1972. 7 p. 
14647 1020. Comdr. Howard A. Weltner, U.S. Naval Reserve. Report from Committee 
on Judiciary to accompany S. 884. Aug. 7, 1972. 3 p. 
14648 1024. Vincent J. Sindone. Report from Committee on Rinne to accompany 
H.R. 11632. Aug. 7, 1972. 4 p. 
14649 1051. Mary Danos Nayak. ‘Report from Committee on Judiciary to accompany S. 
2816. Aug. 16, 1972. 7 p 
14650 1052. Reynaldo Canlas Racer, Report from Committee on Judiciary to ac- 
company S. 3835. Aug. 16, 1972. 9 p. 
14651 1053. Antonio Benavides. Report from Committee on Judiciary to accompany 
H.R, 2394. Aug. 16, 1972. 10 p. 
14652 1054. Mrs. Concepcion Garcia Balauro. Report from Committee on Judiciary to 
accompany H.R, 2703. Aug. 16, 1972. 5 p. 
14653 1055. Maria Rosa Martins. Report from Committee on Judiciary to accompany 
H.R. 5158. Aug. 16, 1972. 7 p. 
14654 1058. Wilma Busto Koch. Report — Committee on Judiciary to accompany 
H.R. 10713. Aug. 16, 1972. 6 
14655 1059. Gerald Vincent Bull. ‘Report : dae the Committee on Judiciary to accom- 
pany 8. 3583. Aug. 16, 1972. 8 p. 
14656 1060. Mrs. Naoyo Campbell. Report from Committee on Judiciary to accompany 
S. 173. Aug. 16, 1972. 3 p. 
14657 1061. i ny Dioquino. Report from Committee on Judiciary to accompany 
8. Aug. 16, 1972. 8 p. 
14658 1078. Estelie “M. Fass. Report = Committee on Judiciary to accompany H.R. 
4485. Aug. 17, 1972. 4 
14659 1090. Ronald K. Downie. Report from Committee on Judiciary to accompany 
S. 995. Sept. 6, 1972. 7 p. 
14660 1091. Gary W entworth. Report from Committee on Judiciary to accompany S. 
8257. Sept. 6, 1972. 3 p. 
14661 1092. John C. ere sonar from Committee on Judiciary to accompany 8. 
909. Sept. 6, 1972. 1 p 
14662 1093. M. Sgt. William C. Harpold. Report from Committee on Judiciary to ac- 
company S. 2714. Sept. 6, 1972. 3 p. 
14663 1094. — Capps. Report from the Committee on the Judiciary to accompany 
I.R. 1860. Sept. 6, 1972. 5 p. 
14664 1095. Met. Henry C. Mitchell, retired. Report from — Committee on the Judi- 
ciary to accompany H.R. 5299. Sept. 6, 1972. 4 
14665 1097. William E. Baker. Report from the Comimttee on Judiciary to accompany 
H.R. 10635. Sept. 6, 1972. 6 p. 


Senate reports 


Senate reports on public bills, 92d Congress. + Senate Document Room, 
Capitol. (Nos. 1015 and 1050 are sold by the Superintendent of Docu- 
ments). @ Item 1008-A 


14666 710. Establishing Thaddeus Kosciuszko Home National Historic Site in 
State of Pennsylvania. Report from Committee on eee and In- 
sular Affairs to accompany S. 1973. Mar. 23, 1972. 5 
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Senate reports on public bills, 92d Congress—Continued 


930. Commission on Revision of Appellate Court System. Repert from 
— on Judiciary to accompany H.R. 7378. June 28, 1972. 


12 p 
931. National Capital transit act. Report from Committee on District of 
Columbia to accompany H.R. 15507. June 28, 1972. 27 p. 

934. Copyright protection in certain cases. Report from Committee on 
Judiciary to accompany S8.J. Res. 247. June 29, 1972. 2 p 
Authorizing printing of additional copies of Committee en entitled 
Social Security and welfare reform. Report from Committee on 
7 and Administration to accompany S. Res. 327. June 29, 1972. 


Further amending Federal civil defense act of 1950, as amended. 
Report from ee on Armed Services to accompany S. 3772. 
June 29, 1972 

Authorizing ae of feasibility and desirability of establishing unit 
of national pe ark system in order to preserve and interpret site of 
Honokohau ational Historical Landmark in Hawaii, and for other 
purposes. Report from Committee on a and Insular Affairs to 
accompany H.R. 11774. June 29, 1972. 

Providing for establishment of Puukohola Heiau National Historic 
Site, in Hawaii, and for other purposes. Report from Committee 
aan and Insular Affairs to accompany H.R. 1462. June 29, 

. 6 p. 

Great Dismal Swamp and Dismal Swamp Canal. Report from Commit- 

AD aad and Insular Affairs to accompany S. 2441. June 30, 
» 5D 

Amendments to Fisherman’s protective act of 1967. Report from Com- 
mittee on Commerce to accompany S. 3545. June 30, 1972. 5 p. 

Supplemental appropriation for disaster relief. Report from Committee 
on Appropriations to accompany H.J. Res. 1238. June 30, 1972. 2 p. 

Antitrust and monopoly activities, 1971. Report together with indi- 
vidual views of Committee on Judiciary made by its Subcommittee 
on Antitrust and Monopoly pursuant to S. Res. 32, sec. 4, 92d Cong., 
1st session, July 19, 1972. 1972. ii+-16 p. 

Providing for disposition of funds appropriated to pay judgment ia 
favor of Pueblo de Acoma in Indian Claims Commission docket 
and for other purposes. Report from Committee on Interior an¢ 
— Affairs Committee to accompany H.R. 10858. July 19, 1972. 


3p. 

Rutending authority of agency heads to draw checks in favor of finan- 
cial organizations to other classes of recurring payments, and for 
other purpoges. Report from Committee on Government Operations 
to accompany H.R. 8708. July 20, 1972. 5 p. 

Agreement on limitation of strategic offensive weapons. Report from 
wn on Foreign Relations to accompany S.J. Res. 241. July 21, 

p. 
To Ee, mgood certain lands in Cedar Keys National Wildlife Refuge in 
Flori as wilderness. Report from Committee on Interior and In- 
sular Affairs to accompany H.R. 736. July 24, 1972. 7 p. 

Equal export opportunity act and International economic policy act of 
1972. epost from Committee on Foreign Relations to accompany 
8S. 8726. July 24, 1972. 4 p. 

Rural disaster recovery act of 1972. Report from Committee on Agri- 
culture and Forestry to accompany S. 3840. July 24, 1972. 6 p. 

National traffic and motor vehicle safety authorization act of 1972. 
Report from Committee on Commerce to accompany S. 3474. July 25, 
1972. 12 p. 

Economic opportunity amendments of 1972. Conference report to ac- 
company H.R. 12350. July 26, 1972. 47 p. 

Amending District of Columbia police and firemen’s salary act of 1958. 
Report from Committee on District of Columbia to accompany H.R. 
15580. July 27, 1972. 45 p. 

Handgun control act of 1972. Report together with additional views 
from Committee on Judiciary to accompany S. 2507. July 31, 1972. 
44 p. 

Amend disaster relief section of Small business act. Report together 
with supplemental views of Committee on Banking, Housing and 
Urban Affairs to accompany H.R. 15692; Aug. 1, 1972. 1972. [2] 


+11 p. 

14689 1014, Facilitating enforcement of certain shipping statutes administered 
by Federal Maritime Commission. Report from Committee on Com- 
merce to accompany H.R. 755. Aug. 4, 1972. 15 p. [Corrected print.] 

14690 [This entry number not used.] 

14691 1027. Child nutrition act of 1972. Report from Committee on Agriculture 
and Forestry to accompany H.R. 14896. Aug. 8, 1972. 31 p. 

14692 1030. Extension of popwisions of Commercial fisheries research and develop- 


ment act of 1964. Report from Committee on Commerce to accom- 
pany S. 3524. Aug. 10, 1972. 8 p. 
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14693 


14694 


14695 


14696 


14697 


14698 


14699 


14700 1047. 


14701 1048. 
14702 1049. 


14702A 1050, pt. 1. 


1050, pt. 


14704 


14705 


14706 
14707 
14708 
14709 
14710 


14711 


14712 
14713 
14714 
14715 


DecemsBer 1972 


Authorizing supplemental expenditures by Committee on Government 
Operations for inquiries and investigations. Report from Committee 
core Cn. and Administration to accompany S. Res. 349. Aug. 10, 
Authorizing printing of 74th annual report of National Society of 
Daughters of American Revolution as Senate document. Report from 
Committee on Rules and Administration to accompany S. Res. 350. 
Aug. 10, 1972. 1 p 

Authorizing additional expenditures by Committee on Interior and 
Insular Affairs for routine purposes. Report from Committee on 
Tr and Admiinstration to accompany S. Res. 330. Aug. 10, 1972. 

Dp 

Providing for installation of security apparatus for protection of the 
Capitol complex. Report from Committee on Rules and Administra- 
tion to accompany H. Con. Res. 550. Aug. 10, 1972. 3 p. 

Amending Indiana Dunes National Lakeshore act. Report from Com- 
r= ge Interior and Insular Affairs to accompany S. 3811. Aug. 11, 

. 3p. 

Traineeship program for professional public health personnel. Report 
from Committee on Labor and Public Welfare to accompany S. 3441. 
Aug. 14, 1972. 14 p. 

United States Senate Office Building, land acquisition, and parking 
facilities planning act of 1972. Report together with additional views 
of Committee on Public Works to accompany S. 3917; Aug. 14, 
1972. 1972. iii+12 p. 

Disaster relief supplemental appropriations, 1973. Report from Com- 
mittee on Appropriations to accompany H.R. 16254. Aug. 16, 1972. 


10 p. 

Further continuing appropriations, 1973. Report from Committee on 
Appropriations to accompany H.J. Res. 1278. Aug. 16, 1972. 2 p. 

Women’s Rights Day. Report from Committee on Judiciary to accom- 
pany 8S. 3490. Aug. 16, 1972. 2 p. 

Revenue sharing act of 1972. Report together with additional and 
minority views from Committee on Finance to accompany H.R. 
14370; Aug. 16, 1972. 1972. [1]+141 p. * Paper, 30c. (To be 
sent to depository libraries in Serial set binding.) 


2. Revenue sharing act of 1972. Supplemental report, showing distribu- 


tion of funds, from Committee on Finance to accompany H.R. 14370 

Aug. 16, 1972. 1972. x +865 p. [Corrected print.] * Paper, $3.00 
(S/N ~*~: ienenemers (To be sent to depository libraries in serial set 
binding.) 92-2 : S.rp. 

Emergency health personnel act amendments of 1972. nies from 
Committee on =. and Public Welfare to accompany S. 3858. 
Aug. 16, 1972. 

Domestic and prea od farm worker health act of 1972. Report frora 
Committee on Labor and Public Welfare to accompany S. 3762. 
Aug. 16, 1972. 14 p 

National heart, blood vessel, lung, and blood act of 1972. Conference 
report to accompany S. 3323. Aug. 16, 1972. 16 p. 

Public safety officers’ benefits act of 1972. Repert from Committee on 
Judiciary to accompany S. 2087. Aug. 16, 1972 p. 

Amendments to Narcotic addict rehabilitation ney Report from Com- 
mittee on Judiciary to accompany H.R. 9323. Aug. 16, 1972. 6 p. 
Seal Beach National Wildlife Refuge. Report from Committee on 

Coinmerce to accompany H.R. 10310. Aug. 17, 1972. 9 p 

White House Conference on Handicapped. Report pata Committee on 
Labor and Public Welfare to accompany 8.J. Res. 202. Aug. 17, 
1972. 10 p. 

Exempt status of veterans’ organizations, disaster losses. Report 
from Committee on Finance to accompany H.R. 11185. Aug. 18, 
1972. 6 p. 

Economic opportunity amendments of 1972. Conference report to 
accompany H.R. 12350. Sept. 5, 1972. 29 p. 

Communicable disease control amendments act of 1972. Conference 
report to accompany S. 3442. Sept. 6, 1972. 14 p. 

Regulation of DDS. ny from Committee on Labor and Public 
Welfare to accompany S. 2818. Sept. 6, 1972. 13 p 

Consumer protection organization act of 1972. ‘a of Committee 
on Government Operations, together with minority and supplemental 
views, on S. 3970 ; Sept. 8, 1972. 1972. iii+120 p. 

L.C. card 72—602980 


Aeronautical and Space Sciences Committee, Senate 


Washington, DC 20510 


14716 Use of recycled materials by NASA, hearing, 92d Congress, 2d session on 
S. 2190, June 27, 1972. 1972. iii+-30 p. ¢ @ Item 1082-A 
L.C. card 72-602827 Y¥4Ae8:R24 
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Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


14717 Extension of child nutrition programs, hearing before Subcommittee on 
Agricultural Research and General Legislation, 92d Congress, 2d session, 
on H.R. 14896, July 28, 1972. 1972. iv+-97 p. il. + @ Item 1032 
L.C. card 72-602977 Y 4.Ag 8/2: C 43/972 


14718 People left behind, 4 years later, report on effectiveness of implementation 
of recommendations of Presidential Commission on Rural Poverty, 
prepared by Hconomic Research Service, Department of Agriculture; 
Nov. 30, 1971. 1971. ix+76 p. (Committee print, 92d Congress, 1st ses- 
sion.) f 
L.C. card 72-600765 Y¥4.Ag 8/2: P39 


Appropriations Committee, Senate 
Washington, DC 20510 


14719 Agriculture-environmental and consumer protection appropriations for fis- 
eal year 1973, hearings before subcommittee, 92d Congress, 2d session. 
L.C. card 72-602428 


pt. 2. [Consumer Product Information Coordinating Center, Council on Environ- 
mental Quality, Environmental Protection Agency, Federal Trade Com- 
mission, Food and Drug Administration, Grants for Basic Water and 
Sewer Facilities, National Commission on Consumer Finance, National 
Commission on Materials Policy, National Industrial Pollution Control 
Council, nondepartmental witnesses]. 1972. ii+1355-2686+-xxi p. il. f¢ 
@ Item 1033 Y 4.Ap 6/2: Ag 8/5/973/pt.2 


14720 Departments of Labor, and Health, Education, and Welfare and related 
agencies appropriations for fiscal year 1973, hearings before subcommit- 
tee, 92d Congress, 2d session on H.R. 15417. {+ @ Item 1033 
L.C. card 72-602627 Y 4.Ap 6/2: L 11/973/ot. (nos. ) 


pt. 1. [Overview of fy 1973 HEW budget, Secretary of HEW, Commissioner of 
Education, Office of Education, special institutions, related agencies, 
Corporation of Public Broadcasting, National Commission on braries 
and Information Science. ] 1972. ii+1-—1302-+ xvii p. il. 

pt. 3. ee oa of Health, Education, and Welfare, National Institutes of 

ealth.] 1972. ii-+ 2327-3336 + xvii p. 
pt. 5. [Nondepartmental witnesses]. 1972. ii+4371-5325-+ -xvili p. 
pt. 6. [Nondepartmental witnesses]. 1972. ii+ 5327-6039 + xviii p. il. 


14721 [This entry number not used.] 


Banking, Housing, and Urban Affairs Commiltee, Senate 
Washington, DC 20510 


14722 Small business disaster loans, 1972, hearings before Subcommittee on Small 
Business, 92d Congress, 2d session on S. 1649 [and other bills], July 18 
and 19, 1972. 1972. vi+218 p.il. + @ Item 1035 
L.C. card 72-602924 Y 4.B 22/3: D 68/5/972 


14723 Stock exchange commission rates, hearings before Subcommittee on Secu- 
rities, 92d Congress, 2d session, on S. 3169, Mar. 22-24, 1972. 1972. v+-527 
p. il. ¢ @ Item 1085 
L.C. card 72-602921 Y 4.B 22/8: St 6/11 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearings] serial, 92d Congress. @ Item 1041 
Y 4.C 78/2 : 92—(nos.) 
14724 60. Solid waste management act of 1972, hearin before Subcommittee on 


Environment, 92d Congress, 2d session, on S. 1377, amendment 861 to 
8. 1377 [and] S. 3058, Mar. 6-13, 1972. 1972. v-+1024 p. il. * Paper, 


.C. card 72—602699 
14725 62A. Energy research and development, hearings, 92d Congress, 2d session on 
Amendment 364 to S. 1684, Mar. 15 and 16, 1972. 1972. iv+375 p. il. 
[Document number given incorrectly as 92-62.) 7 
L.C. card 72—602700 
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DecemBer 1972 


63. Bald eagle protection act, hearing before Subcommittee on Environment, 
92d Con ——, 2d session on S. 2547. H.R. 12186, and H.R. 14731, June 29, 
1972. 1972. iii+78 p. f 
L.C. card 726029308. 

64. Metric conversion, hearing, 92d Congress, 2d session on S. 2483 fond) 
ae a. Se and Mar. 1, 1972. 1972. v+-325 p. il. * Paper, $ 
L card 7: 28 


District of Columbia Committee, Senate 
Washington, DC 20510 


Nominations to Superior Court of District of Columbia, hearing, 92d Con- 
gress, 2d session, on nominations of Samuel B. Block, Robert H. Camp- 
bell, Joseph M. Hannon, Margaret A. Haywood, John R. Hess, Luke C. 
Moore, and Donald S, Smith, May 19, 1972. 1972. vi+96 p. + @ Item 
1036 
L.C. cards 72-602764 Y 4.D 63/2: Su 7/2 


Equal Educational Opportunity, Select Committee on, Senate 
Washington, DC 20510 


14729 Effects of dropping out; Aug. 1972. 1972. xi+97 p. (Committee print, 92d 
Congress, 2d session.) * Paper, 45c. 
L.C. ecard 72-602792 Y 4.Eq 2: D 83 


Justice for children, June 1972. 1972. iii+33 p. (Committee print, 92d 

Congress, 2d session.) [Reprint of address by Walter F. Mondale, Dec. 9, 
1970.] * Paper, 20c. 

L.C, card 72-603134 Y 4.Eq 2:0 43 


Finance Committee, Senate 
Washington, DC 20510 


xtension of existing $450 billion debt limit, hearing, 92d Congress, 2d 
session on H.R. 15390, June 28, 1972. 1972. iii+60 p. [Corrected print.] 
7 @ Item 1038 
L.C. card 72-602736 Y 4.F 49: D 35/5/972-2 


2 H.R. 10947, Revenue act of 1971, announcement of committee decisions 
reached in executive session; Nov. 9, 1971. 1971. ii+[1]+17 p. (Com- 
mittee print, 92a Congress, 1st session.) f 
L.C. ecard 74616070 Y 4.F 49: R 32/15 


14733 Trade policies in the 1970’s, report by Abraham Ribicoff ; Mar. 4, 1971. 1971. 
vi+14 p. (Committee print, 92d Congress, lst session.) f 
L.C. card 73-616315 Y 4.F 49: T 67/18 


Work incentive program, hearing, 92d Congress, 2d session, June 27, 1972. 
1972. iii+76p.il. + @ Item 10388 
L.C. card 72-602836 Y4.F 49: W 89/11 


Foreign Relations Committee, Senate 
Washington, DC 205 


Mexico-United States interparliamentary group, report of Senate delega- 
tion on 11th meeting, held at Puerto Vallarta, by Mike Mansfield, Chair- 
man; Aug. 1971. 1971. v+9 p. (Committee print, 92d Congress, Ist 
session.) f 
L.C. card 70-614958 Y 4.F 76/2: M 57/8/971 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20510 


{Committee hearing] serial 92d Congress. 


27. Outer continental shelf policy issues, hearings, pursuant to 8. Res. 45, Na- 
tional fuels and coon? policy study, 92d Congress, 2d session. 1972. 
L.C. card 72—6027 
pt. 3. Appendix. V1 + 1325-1822 p.il. * Paper, $1.75. @ Item 1040 
Y¥ 4.In 8/13 : 92—27/pt.3 
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14737 Comprehensive Indian education act, hearings, 92d Congress, 2d session, 
on 8. 2724, Mar. 1-7, 1972. 1972. iv-+466 p. il. + @ Item 1040 
L.C. card 72-602318 Y 4.In 8/18 : In 2/20 


14738 Cumberland Island National Seashore, hearing before Subcommittee on 
Parks and Recreation, 92d Congress, 2d session, May 11, 1972. 1972. 
iv+141 p. + @ Item 1040 
L.C. card 72-602917 Y 4.In 8/18: C 91 


14739 Indian self-determination, hearing before Committee on Indian Affairs, 
92d Congress, 2d session, on 8. 8157 [and] S. 1578, S. 1574, and S. 2238, 
similar measures, May 8, 1972. 1972. iii+81 p. + @ Item 1040 
L.C. card 72-602893 Y 4.In 8/13 : In 2/19 


14740 Q’Neill unit, Missouri River basin project, Nebraska, hearing before Sub- 
committee on Water and Power Resources, 92d Congress, 2d session, on 
S. 853 ; Mar. 21, 1972. 1972. iv+-1384p.il. + @ Item 1040 
L.C. card 72-602986 Y¥ 4.In 8/18 : On 2 


Judiciary Committee, Senate 
Washington, DC 20510 


14741 Détente and world revolutionary process, analysis of current Soviet revolu- 
tionary aims, prepared [by Lothar Metzel] for Subcommittee to investi- 
gate administration of Internal security act and other internal security 
laws. 1972. vii+46 p. (Committee print, 92d Congress, 2d session. ) 

L.C. card 72-602283 Y4J 89/2: R32 


14742 §, 1428 to establish an Institute for Continuing Studies of Juvenile Justice, 
hearings, before Subcommittee to Investigate Juvenile Delinquency, 92d 
Congress, 2d session pursuant to S. Res. 32, sec. 12, Jan. 24 and 25, 1972. 
1972. vi+155 p. { @ Item 1042 
L.C. card 72-603013 Y 4.J 89/2: J 98/43 


14743 To amend Subversive activities control act, hearing before Subcommittee 
to Investigate Administration of Internal Security Act and other internal 
security laws, 92d Congress, 2d session on H.R. 9669, June 29, 1972. 1972. 
iii+48 p. + @ Item 1042 
L.C. card 72-602619 Y¥4J 89/2: Su1/18 

14744 World communism, 1964-69, selected bibliography, v. 2; by [Arshag O. 
Sarkissian and Joseph G. Whelan, Foreign Affairs Division], Congres- 
sional Research Service, Library of Congress at request of Subcom- 
mittee to Investigate Administration of the Internal Security Act and 
other International Security Laws. 1971. xi+420+-xxxii p. (Committee 
print, 92d Congress, Ist session.) f 
L.C. card 71-619015 Y4.J 89/2: C 78/59/v.2 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


14745 Alcoholism among military personnel, by Comptroller General of United 
States, prepared for Subcommittee on Alcoholism and Narcotics; Nov. 
1971. 1971. vii+23 p. (Committee print, 92d Congress, 1st session.) f 
L.C. card 72-600648 Y4.L 11/2: Al1/6 


14746 Family planning services authorization, fiscal year 1978, hearing before 
Special Subcommittee on Human Resources, 92d Congress, 2d session, 
Apr. 17, 1972. 1972.iv+-184p. + @ Item 1043 
L.C. card 72-602974 Y¥4L 11/2: F 21/4 


14747 Private welfare and pension plan study, 1972, hearing before Subcom- 
mittee on Labor, 92d Congress, 2d session on examination of private 
welfare and pension plans (pursuant to S. Res. 235, sec. 4). 1972. 7 
@ Item 1048 
L.C. card 72-602955 Y4.L11/2: W 45/7/972/pt. (nos. ) 
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Dercemprr 1972 


pt. 1. May 1, 1972. iv-+-1-—427 p. [Hearing held in St. Louis, Mo.] 

pt. 2. May 8 and June 8, 1972. v-+429—922 p. ‘I. [Hearings held in Newark, N.J. 
and me y Minn.] 

pt. 3. June 5 and J yd 17, 1972. v+923-1170 p. il. [Hearings held in Cleveland, 
Ohio and Phi adelphia, Pa.] 

14748 Report of Secretary of Health, Education, and Welfare submitting 5-year 
plan for family planning services and population research programs, 
Oct. 12, 1971, prepared for Special Subcommittee on Human Resources; 
Oct. 1971. 1971. xv+560 p. il. (Committee print, 92d Congress, 1st 
session.) f 
L.C. card 73-614956 Y41L11/2:F 21/3 


14749 Uniform alcoholism and intoxication treatment act, drafted by National 
Conference of Commissioners on Uniform State Laws and by it approved 
and recommended for enactment in all States (with prefatory note and 
comments) ; prepared for Subcommittee on Alcoholism and Narcotics; 
Dec. 1971. 1971. vii+48 p. (Committee print, 92d Congress, 1st ses- 
sion.) f 
L.C. card 72-600737 Y¥4L 11/2: Al1/7 


14750 United Mine Workers’ election, 1971, pt. 2, hearings before Subcommittee 
on Labor, 92d Congress, 1st session on investigation of mine workers’ 
election July 12 and 13, 1972. 1972. iii+392 p. + @ Item 10438 
L.C. card 78-610654 Y¥4.L11/2: Un 3/3/pt.2 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


14751 Nutrition and human needs, 1972, hearings, 92d Congress, 2d session. 
L.C. card 72—-602216 


pt. 2. Nutrition oy of Nation’s older Americans, June 14, 1972. 1972. iv 
+239-414 p. * Paper, 75c. @ Item 1009 Y4.N95: N 95/872/pt.2 


Public Works Committee, Senate 
Washington, DC 20510 


[Committee publication] serial, 92d Congress. 
L.C. card 72-602944 


14752 H37. Proposed 1972 highway septation, beoringe before Subcommittee on Roads, 
92d Congress, 2d session, on S. 3590, and y—-4 other 

bills, May 19—June 15, 1972. 1972. x+1105 as. ¥ ¥, Item 1 
Y4.P 6/10: O90 37 


Rules and Administration Committee, Senate 
Washington, DC 20510 


14753 Initial report of Subcommittee on Computer Services, July 21, 1971, 1971. 
(2]+11 p. (Committee print, 92d Congress, Ist session.) 7 
L.C. card 72-614959 Y4.R 86/2: 0738 


Small Business, Select Committee on, Senate 
Washington, DC 20510 


14754 Small business investment act, text and related tax provisions; Sept. 23, 
1971. 1971. v+29 p. 4° (Committee print, 92d Congress, ist session.) 
* Paper, 30c. (S/N 5270-1187). 
L.C. card 74-614644 Y 4.8m 1/2: In 8/971 


CONSUMER AFFAIRS OFFICE, Executive Office of the President 
Washington, DC 20510 


14755 Forming consumer organizations [with bibliography]. [1972.] vi+32 p. 
* Paper, 35c. @ Item 766-0 Prbx 16.2: Or3 
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COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


Catalog of copyright entries, 3d series, v. 25. * Paper, $50.00 a yr. (in- 
cluding semiannual issues of pts. 1-13) ; $12.50 additional for foreign 
mailing. 

L.C. card 6-35347 LC 3.6/5: v.25/pt. (nos. ) /no. (nos. ) 
pts. 3-4. Dramas and works peepened for oral delivery, no. 2, July—Dec. 1971. 
1972. x+121-232 p. @ Item 794 
Note.—Parts 3-4 also sold separately on subscription. * Paper, $5.00 a yr., 
$1.25 additional for foreign mailing ; single copy, $2.50. 
14757 ~=s ptt. 5. Music, a, 1, Jan.—June 1 71. 1972. @ Item 795 
sec. Current and renewal registratt ons. ix-+1—1021 p. 4° 
sec. 2: Name index. [1] + 1023-1699 p. 4° 
Nors.—Part 5 also sold separately on subscription. * Paper, $15.00 a yr., $3.75 
additional for foreign mailing ; semiannual issue, $7.50. 
14758 pt. 7-11A. Works of art, reproductions of works of art, scientific and technical 
drawings, photographic works, ping) and pictorial illustrations, 
no. 2; uly —Dec. 1971. 1972. x+ 29-456 p. 4° @ Item 798 
Notgz.—Parts 7—11A also sold separately on subscription. * Paper, $5.00 a yr., 
$1.25 additional for foreign mailing ; single copy, $2.50. 
pt. 12-13. Motion pictures and filmstrips, no. 2, July—Dec. 1971. 1972. viii+ [1] 
-173 p. 4° @ Item 800 
Nots.—Parts 12-13 also sold separately on subscription. * Paper, $5.00 a yr., 
$1.25 additional for foreign mailing ; single copy, $2.50. 


Circular. 


14760 45. Copyright for motion pictures. July 1972. [5] p. t @ Item 802-A 
LC 3.4/2: 45/2 


COUNCIL OF ECONOMIC ADVISORS, Executive Office of the 
President, Washington, DC 20506 


14761 International monetary developments, remarks of Ezra Solomon, Member, 
Council of Economic Advisors before American Management Associa- 
tion, New York City, N.Y., Feb. 16, 1972. [1972.] 16 p. 4° 


CUSTOMS BUREAU, Treasury Dept. 
Washington, DC 20226 


14762 Customs regulations, 140th set of revised pages through June 28, 1972. 1972. 
[16] p. 4° [Includes amendments made by Treasury decisions 72-134 
through 72-169. Issued in looseleaf form.] * Paper, $13.00 (including 
basic book and revised pages for an indefinite period) ; $3.50 additional 
for foreign mailing. @ item 948-A T 17.9: 971/rev.pages 140 


DEFENSE CIVIL PREPAREDNESS AGENCY, Defense Dept. 
Washington, DC 20301 


Notg.—The Defense Civil Preparedness Agency was established by direction of 
the Secretary of Defense and began operations May 5, 1972 


[Technical report] TR-(series). + @ Item 320-B-2 D 14.9: (nos. ) 
14763 61A. EMP protection for emergency operating centers; [James A. Johnston, 
perv ad, ened 1972. cover title, [166] p. il. 4° [Supersedes May 1971 
on. 
14764 61B. EMP protective systems; [James A. Johnston, editor]. July 1972. cover title, 
i1i+58 p. il. 4° [Supersedes Nov. 1971 edition. ] 


PrEx 6.9: So4 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Cataloging handbook H (series). (Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued with perforations. ] 

6. Federal item name directory for supply cataloging: sec. A, Alphabetic index 
of names, supplement. Se; Be 1972. [8] +17 p. 4° ([{Army Dept.] SB 708-— 
6A ; [General Services ae) SA-FSS H6 sec. A; Defense 
Supply Agency, Defense Logistics Services Center, Battle Creek, Mich.) 
{First cumulative supplement to basic H® sec. A, July 1972. Issued with 
perforations.] * Paper, $18.00 (including basic book and cumulative 
monthly supplements); $4.50 additional for fore. mailing. @ Item 
314-A 6/2 : 6/sec.A/supp.1 
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Dacempsr 1972 


8-2. Nongovernment organization codes for military standard contract admin- 
istration procedures [MILSCAP], United States and Canada: Code 
name; A ha by Directorate of Item Identification. July 1972. v+[7 
+235 ([Army = supply bulletin SB 708-82; Gene 
Fane Administration GSA— H 8-2.]) (Supersedes SB 708-82, June 


1971, including C9 May/June 1972 supplement.] t © wee rt 4-A 
6/2 


: 8-2/3 


Cataloging manual M (series). (Defense Supply Agency, Defense Logistics 

Services Center, Battle Creek, Mich.) [Issued with perforations. ] 
1-10. —— manual for supply catenoens Chap. 10, Operational reports. July 
972. cover title, [35] 4° ([Army Dept. ] i 708-22 ; (Genccel 

pad ‘Administration}~ “GSA-FSS M1- 10.) Paper, 35c. 
314-A D 76/3. : 110 

Defense Supply Agency handbook DSAH (series). @ Item 314-A 
D 7.67 : (nos. ) 
4215.18. Industrial plant equipment handbook : FSC 6650, 6670, Scales, balances 
and optical instruments. May 1972. cover title, iii+181 p. 4° (SB 
708-—6600-2 ; [Navy Dept. ] NAVSUP P Pub 5516; [Air Force Dept.] 
—— 78-25; [Marine Corps] MCO P4870.22B.) [Issued with per- 

orations. Supersedes Aug. 11, 1970 edition.] * Paper, $1.75. 
4215.19. Industrial plant equipment handbook : Foundry equipment, Change 1. 
Aug. 24, 1972. [2]+24 p. 4° (SB 708— 3680-1 ; [Navy Dept.] 
NAVSUP pub. 5517; [Air Force Dept.] AFM 78-23; [Marine Corps] 

MCO P 4870.23A.) [issued with perforations.] * Paper, 25c. 

Defense Supply Agency regulations DSAR (series). 


4130.2. Federal item identification guides (FIIG) im mgrovement gre 
pen manual. [May 9, 1969], Change 4. 9, f49] pe Dp. " 

({Army Dept.] AR 708-9; [Navy Dept.] NAVSUP PUB 5001; [Air 

Force Dept.] AFM 72- 3; [Marine Corps] MCO yy ote Ra A 

4130.5.) [Issued in loosele form.] * oer, 45c. @I 314-A 

D 7.6/8: 4130.2/4/ch4 


Defense Supply Agency regulations DSAR (series). 

4115.3. yo procedures for purchase of wi cy assigned to DSA under 
D coordinated procurement program (RCS DD—DSA(AD 599(P).), 

Sept. 17, 1970, Change 1. Aug. 24, 1972. 5+9 p. 4° ([{Army Dept. 

AR 71 5-8; [Navy Dept.] NAVSU PINST 4215.5B; [Air Force Dept. 
AFR 70-17: {Marine Corps.] MCO 4215.48B.) or Ey in looseleaf 
form. ] * Paper, 20c. @ Item 323 D 7.6/6 : 4115.3/2/ch.1 
DoD manual fer standard data elements [DoD data elements standardiza- 
tion program], Mar. 1, 1970, Change 8. June 30, 1972. [873] leaves, 4° 
(DoD-5000.12M ; Office of Assistant Secretary of Defense (Comptrol- 
ler).) [Issued in looseleaf form.] ¢ @ Item 306-A D1.6/2: D 26/ch.8 


Federal item identification guides: Adapters, hoisting, aircraft jacking 
point, aircraft mooring, aircraft towing, and aircraft floor tie down, 
May 7, 1971, Change 1. Sept. 8, 1972. [84] p. 4° (FIIG A306; Defense 
Supply Agency, Defense Logistics Services Center, Battle Creek, Mich.) 
[Issued in looseleafform.] * Paper,35c. @ Item 314-A 

D 7.6/4: Ad 1/ch.1 


—— Attenuator, fixed, Jan. 1, 1971, Change 1. Aug. 11, 1972, [16] p. 4° 
(FIIG A200; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 15c. @ Item 
314-A D 7.6/4: At 8/ch.1 


Boxes, electrical components, May 14, 1971, Change 1. Aug. 25, 1972. 
{27] p. 4° (FIIG A176; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 25c. @ Item 314-A D 7.6/4: B 69/2/ch.1 


—— Camera (still, motion, and lithographic) and body, camera (still 
picture), Apr. 9, 1971, Change 1. Aug. 11, 1972. [26] p. il. 4° (FIIG 
A814; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued with perforations.] * Paper, 25c. @ Item 314-A 

D 7.6/4: C 14/ch.1 


— Compounds and greases, cutting, lubricating, and hydraulic, May 21, 
1971, Change 2. July 31, 1972. [5] p. 4° (FIIG T096; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations.] * Paper, 10c. @ Item 314-A D7.6/4: C 73/5/ch.2 
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14778 Federal item identification guides: Conduit outlets, Nov. 8, 1968, Change 4, 
Aug. 25, 1972. [4] p. 4° (FIIG A035; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 10c. @ Item 314-A D 7.6/4: C 75/3/ch.4 


14779 —__ Control light, Mar. 28, 1969, Change 8. Aug. 21, 1972. [4] p. 4° (FIIG 
A076; Defense Supply Agency, Defense Logistics Services Center, Battle 

Creek, Mich.) [Issued with perforations.] * Paper, 10c. @ Item 314-A 

D 7.6/4: C 76/ch.3 


14780 —_ Decades, electrical, Apr. 30, 1971, Change 1. Aug. 4, 1972. [18] p. 4° 
(FIIG A315; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 20c. @ Item 
314-A D 7.6/4: D 35/ch.1 


14781 —_ Hlectrical posts, splices, and terminals, Apr. 14, 1967, Change 4. Sept. 1, 
1972. [45] p. 4° (FIIG A006; Defense Logistics Services Center, Battle 

Creek, Mich.) [Issued with perforations.] * Paper, 45c. @ Item 314-A 

D 7.6/4: El 2/ch.4 


14782 — Electronic circuitry devices, May 28, 1972, Change 1. Aug. 11, 1972. 
[47] p. 4° (FIIG A322; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 45c. @ Item 314-A D 7.6/4: El 2/15/ch.1 

1478% —— Fuels, liquid and solid, June 4, 1971, Change 2. Aug. 16, 1972. [24] p. 4° 
(FIIG T095 ; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.j * Paper, 20c. @ Item 
314-A D 7.6/4: F 95/ch.2 

14784 —__ Gases, compressed and liquefied, May 28, 1971, Change 2. Aug. 1, 1972. 
[5] p. 4° (Interim FIIG T0981; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued in looseleaf 
form.] *Paper,10c. @ Item 314-A D 7.6/4: G 21/4/ch.2 


Heating elements, electrical, immersion, and nonimmersion, June 16, 

1967, Change 3. Aug. 1, 1972. [15] p. 4° (FIIG A019; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 

with perforations.] * Paper, 15c. @Item 314-A D7.6/4:H35/ch3 

14786 ——_ Hospital and medical bags, cases, covers, and pads, June 18, 1971, 
Change 2. Aug. 4, 1972. [9] p. 4° (Interim FIIG T087; Defense Supply 

Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 

with perforations.] * Paper,10c. @ Item 314-A D7.6/4: H 79/9/ch.2 


14787 ——— Jacks and plugs, Apr. 25, 1969, Change 4. Aug. 25, 1972. [4] p. 4° 
(FIIG A084; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] *Paper,10c. @ Item 
814-A D 7.6/4: J 13/ch.4 


14788 —— Junction boxes, Dec. 20, 1968, Change 5. Aug. 21, 1972. [5] p. 4° 
(FIIG A061; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] *Paper,10c. @ Item 
814-A D 7.6/4: J 95/ch.5 


14789 —_ Light-switch, Apr. 30, 1971, Change 1. Aug. 11, 1972. [28] p.4° (FIIG 
A159; Defense Supply Agency, Defense Logistics Services Center, Battle 

Creek, Mich.) [Issued with perforations.] * Paper, 25c. @ Item 314-A 

D 7.6/4: L 62/5/ch.1 

14790 —— Lining and shoe, friction, July 3, 1970, Change 2. Aug. 4, 1972. [26] p. 4° 
(FIIG A230; Defense Supply Agency, Defense Logistics Services Center, 

Battle Creek, Mich.) [Issued with perforations.] * Paper, 25c. @ Item 

814-A D 7.6/4: F 91/ch.2 


14791 —__ Multimeters, meters electronic/electrical various, Apr. 30, 1971, Change 
1. Aug. 4, 1972. [23] p.4° (FIIG A310; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 20c. @ Item 314-A D 7.6/4: M 91/ch.1 
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—— Paints, dopes, varnishes, and related products, Apr. 30, 1971, Change 1. 
June 12, 1972. [7] p. 4° (Interim FIIG T354; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 10c. @ Item 314-A D 7.6/4: P 16/ch.1 


—— Rod and rod section, ground, May 26, 1967, Change 3. Aug. 25, 1972. 
[8] p. 4° (FIIG A025; Defense Supply Agency, Defense Logistics Serv- 
ices Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 
10c. @ Item 814-A D 7.6/4: R 61/ch.3 


—— Surgical catheters, drains and tubes, Apr. 10, 1970, Change 2. Aug. 4, 
1972. cover title, [82] p. 4° (FIIG A221; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 40c. @ Item 314-A D 7.6/4: Su 7/ch.2 


Military standard MIL STD (series). [Issued with perforations.] tf 
@ Item 314-J D 7.10: (nos. ) 
454C. Standard ganerel requirements for electronic equipment, Notice 3. 
May 1, 1972. [49] p. 4° 
668B. Sanitary | ——- for food pews, July 21, 1972. ili+14 p. 4° 
(FSC 89GP.) [Supersedes MIL—STD—668A. "June 30, = od 
726D. Paskaging requirements code. July 14, 1972. [30] p. 


K.) 

771C (Ships). Damage control books for auxiliary and miscellaneous ships, prep- 
aration of. June 1, 1972. viii+42 p. iL. 4 hw TMSS.) [Super- 
sedes MIL-STD 771B (Ships), Nov. 30, 6.] 

794C. Parts and equipment procedures for Packasing 8 and packing of, 
Change 2. July 7, 1972. [13] p. 4° ( 

1210B. Fog and ice preventive compounds. June 30, 1972, v+i17 p. 4° 
(FSC 6850.) [Supersedes IL-STD-1210A, Nov. 24, 1967.] 

1457 (MU). Mines, land, practice and land mine simulators, gator of indicating 
smoke for. Aug. 1, 1972. iii+1 p.4° (FSC 

[MILSCAP] military standard contract Seti po [Dec. 

15, 1971], Change 1. Aug. 1, 1972. [54] p. 4° (DoD 4105.63-M; Defense 

Supply Agency.) [Issued in looseleaf form.] ‘* Paper, 55c. @ Item 

814-A D 7.6/4: M 59/8/971/ch.1 


MILSTRIP, supp. 2, Military assistance program address directory. Sept. 
1972. cover title, [384] p.4° (DOD 4140.17-M; Defense Suppiy Agency.) 
[Issued in looseleaf form. Supersedes DoD 4140.17-M, supp. 2, Sept. 1, 
1971, and changes 1-11.] * Paper, $3.25. @ Item 314-A 

D 7.6/4: M 59/supp.2/rev.-6 

MILSTRIP, supp. 2, Military assistance program address directory, Sept. 1, 
1971, Change 10. July 1, 1972. [72] p. 4° (DOD 4140.17-M; Defense 
Supply Agency.) [Issued in looseleaf form.] * Paper, 65c. @ Item 
314-A D 7.6/4: M 59/supp.2/rev.—65/ch.10 


Progress in ending the draft and achieving All-Volunteer Force, report to 
the President and chairmen of Armed Services Committees of Senate 
and House of Representatives. Aug. 1972. cover title, xii+51 p. il. 4° 
* Paper, 60c. @ Item 306 
L.C. card 72-602939 D12:D78 


USAFI catalog, 16th edition. 1972, cover title, [3]+256 p. 4° (United 
States Armed Forces Institute; 1322.2-Cl.) ft D1.10/4: 972 


DISTRICT OF COLUMBIA 
Washington, DC 20004 


14807 List of legal investments for trust funds in District of Columbia, as of 
July 1, 1972. [1972.] ii+79 p. [Semiannual.] +(Information incorrect on 
publication as to sales by Superintendent of Documents). @ Item 
430-A DC 21.9 : 972-2 


DOMESTIC COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


14808 Data communications, market information sources; [prepared by Randal 
K. Young]. July 1972. ag p. 4° (Reference BDC 720-09-72- 
022.) *Paper,60c. @ Item 215-G 
L.C. card 72-602770 0 41.6/9: C 73 
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ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 20230 


14809 Indian economic development, evaluation of EDA’s selected Indian Reser- 
vation Program, v. 1, Narrative; prepared by Boise Cascade Center for 
Community Development. July 1972. [4]+82 p. (EDA-72-59847.) [Pro- 
gram analysis study prepared under contract 1-35438.] + © Item 
130—D 
L.C. ecard 72-603034 C 46.2: In 2/7/v.1 


Urban business profile (series) ; [prepared by Boise Cascade Center for 
Community Development, Washington, D.C., under contract with Office 
of Economic Research]. [Prepared in cooperation with Office of Minority 
Business Enterprise.] @ Item 130—-L 

14810 bua shops, SIC 7231 [with aw }- Apr. 1972. [4] +20 P. (EDA-72—- 

580.) * Paper, 25c @ Item 130-L 46.27: B38 

14811 ut alleys, SIC 7933 [with bibliography]. Apr. 1972. [4] +22 4 (EDA-72- 

59581.) 2aper, 30c. Cc 46.27 : B68 

14812 Children’s and infants’ wear, SIC 5641 [with bibliography]. Apr. 1972. [4]+14 

p. (EDA-72—59583.) * Paper, 25c. = 46. 27:C 43 

148138 Contract construction, SIC Division C-—major groups 15 and 17 [with biblioe- 
raphy]. Apr. 1972. [4] +26 p. il. (EDA-—72-—59584.) * Paper, 30c. c 

46.27: C76 


14814 Contract dress manufacturing, SIC 2335-—-Pt. [with eit 
[4]+16 p. (BDA-—72-59585.) * Paper, 25¢c. 

14815 Convenience stores, SIC 5411 [with bibliography ]. Apr. 1972. (41448, Dp. 
72-59586.) * Paper, 25c. 46.27: C M62 

14816 Custom plastics processing industries, warm thermoforging, cold prow hi cast- 
ing, foamed plastics, fabricating (thermoforming) , SIC 3079 [with bibliog- 
raphy]. Apr. 1972. [4]-+30 p. (EDA-72-59587.) * Paper, 30c. C 46.27: P 69 

14817 Furniture stores, SIC 5712 [with bibliography]. Apr. 1972. [4]+ 20 B B. DA 72 
59589.) * Paper, 25c. > F9& 

14818 Machine shop job work, SIC 35993 [with bibliography]. Apr. 1973, wah 23 p 
(BDA-72-59591.) * Paper, 80ce. C 46.27: M11 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


Agricultural economic report. 
14819 231. Economic impact of discontinuing farm use of chlordane; [by Robert P. 
Jenkins, Herman W. Delvo, and Austin S. Fox]. [Aug. 1972.] [2]+ii+15 
p. 4° ¢ @ Item 42-C A 93.28 : 231 
ERS-—(series). 7 A 98.21: (nos. ) 
14820 497. Farm and nonfarm investment in commercial beef breeding herds, incentives 
and consequences of tax law; [by Virden L. Harrison and W. Fred Woods]. 
[Apr. 1972.] iv-+ 23 p. il. 4° P 
«+621 502. Cost of storing and handling cotton at public storage facilities, 1970-71, 
with projections for 1972-73; [by Whitman M. Chandler, jr., and Joseph L. 
Ghetti]. [Apr. 1972.] iv+44 p. 
14822 Farm income situation. July 1972. 75 p. il. 4° (FIS-220; [Economic and 
Statistical Analysis Division].)  ~ @ Item 21-C A 98.9 : 220 
14823 Farm mortgage debt; prepared by Forest G. Warren and Nan P. Mitchem. 
Jan. 1972. 10 p. il. 4° (FMD-10.) 7 A 93.9/12: 10 


Foreign agricultural economic report. 
82. Sweden’s private-brand food market, dimensions and prospects for U.S. oo 
[with list of literature cited ; by Norris T. Pritchard]. [Aug. 1972.] v+30 
. 4° [Prepared in cooperation with Foreign Agricultural Service.] f 
@ Item 42-B 
L.C. card 72—602935 A 93.27 : 82 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


14825 Accredited postsecondary institutions and programs, including institutions 
holding preaccredited status, 1971 supplement. [1972.] xiv+143 p. 4° 
(DHEW publication (OE) 72-198; Bureau of Higher Education.) 
* Paper, $1.25. © Item 460—A-50 HE 5.250 : 50066-S 

14826 Awards, FY 1972, Higher education act of 1965 (P.L. 89-829) as amended, 
title 8, Strengthening developing institutions. [1972.] cover title, 196 p. 
oblong 12° [Text on p.2 of cover.] ~ @ Item 455-E HE5.92/2: 972 
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Center for Vocational and Technical Education, Ohio State University, 
Columbus, Ohio: Bibliography series. @ Item 455-D 


14827 9. Business and office education, instructional materials, compilation of abstracts 
from Abstracts of instructional materials in vocation and technical edu- 
eation, 1967-71. 1972. vili+[1]+117 p. 4° * Paper, ‘ae 

B 5.10: B 96/967-71 

14828 10. Distributive education, instructional materials, compilation of abstracts from 
Abstracts of instructional materials in vocational and technical education, 
1967-71. 1972. vili+[1]+140 p. 4° * Paper, $1.25. 

HE 5.10: D 63/967-71 

14829 11. Health occupations education, instructional materials in vocational and tech- 
nical education, compilation of abstracts from Abstracts of instructional 
materials in vocational and technical education, 1967-71. 1972. viii+[1] 
+89 p. 4° * Paper, $1.00. HE 5.10: H 34/2/967-71 

Changing Federal role in higher education, address by Charles B. 
Saunders, jr., Deputy Commissioner for External Relations, Office of 
Education, at Annua! Convention of National Association of College and 
University Business Officers, Denver, Colo., July 11, 1972. [1972.] 17 
leaves 4° + HE 5.8: Sa 8/2 


14831 Creative leadership in education, by S. P. Marland, jr., U.S. Commissioner 
of Education, Department of Health, Education, and Welfare [at] 1st 
annual Hull Memorial Lecture, American College of Life Underwriters, 
Bryn Mawr, Pa., June 22, 1972. [1972.] 21 leaves, 4° *+ HE5.8:M 384/85 


14832 Educational development in Guinea, Mali, Senegal, and Ivory Coast [with 
list of selected references]; by Jerry B. Bolibaugh. [1972.] vi+141 p. il. 
4° (DHEW publication (OE)72-44.) * Paper, $1.00 (S/N 1780-0896). 
@ Item 460-A-14 
L.C. card 72-602908 HE 5.214: 14163 


14833 Minority ownership of small businesses, instructional handbook. 1972. 
viii+38 p. il. 4° (DHEW publication (OE) 72-27; Bureau of Adult, 
Vocational, and Technical Education.) [Prepared in cooperation with 
Department of Commerce, Office of Minority Business Enterprise.] 
* Paper, 50c. (S/N 1780-0883). @ Item 461-A (Rev. 1965) 

L.C. card 72-602965 HE 5.287 : 87060 


Model programs, compensatory education. (National Center for Educa- 
tional Communication. ) 
14834 Preschool peer Fresno, Calif. [with bibliographies]. [1972.1 | otis: 
oblong 24° (DHEW publication (OB) 72-88.) * Paper, 20¢. 
0955). @ Item 460- A-37 $257: 786° 
14835 National right to read effort, that all may read. [1972.] [5] p . narrow 8° 
(National Reading Center.) tf HE ‘52: R 22/6 


14836 People power for children, museum for fun and learning, linking up 
through links, programmed tutor, Newark’s parent-powered school, 
crossing cultural gap, 5 ideas, communities. [1972.] [18] p. il. 4° 
({DHEW publication (OE) 72-137.]) [Reprinted from American edu- 
cation, May 1971.] * Paper, 20c. @ Item 460-A-10 HE 5.210: 10084 


PREP [Putting research into educational practice] reports. (National 
Center for Educational Communications.) @ Item 461-C 
HE 5.89 : (nos. ) 
14837 18. Reinforcing productive classroom behavior, teacher’s guide to behavior modi- 
fication [with geeeat wes aS by Edward M. Glaser and Irwin G. 
Sarason. [1972.] [2]+24 il, 4° (DHEW publication (OE) 72-9.) 
[Issued with bor wit bi Y Paper, 40c. (S/N 1780-1060). 
14838 21. Teacher wont on [with bibliograp yl; ; by Dale L. Bolton. [1972.] [2]+40 
p. il. (DHEW publication (OE) 72-9.) [Issued with perforation.] 
bg sinen 55e. (SUN 1780-1037). 

14839 Projections of educational statistics to 1980-81. 1971 edition. [1972.] 
ix+176 p. il. 4° (DHEW publication (OE) 72-99; National Center for 
Educational Statistics.) [Text on p. 2 of cover. Supersedes 1970 edition. ] 
* Paper, $1.50. @ Item 460—-A-i0 HE 5.210: 10080-71 


14840 Remarks by S. P. Marland, jr., U.S. Commissioner of Education, Depart- 
ment of Health, Education, and Welfare, before 6th United States Japan 
Conference on Cultural and Educational Interchange (CULCON VI), 
National Academy of Sciences, Washington, D.C., June 21, 1972. [1972. 
$ ivayes, 4° Ff HE 5.8: M 34/36 
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14841 Review and synthesis of strategies for effecting change in vocational and 
technical education [with selected bibliography; by] James E. Wall. 
Apr. 1972. ix+59 p. il. (Information series 59; VT 014 704.) [ERIC 
Clearinghouse for Vocational and Technical Education, Center for Voea- 
tional and Technical Education, Ohio State University, Columbus, Ohio.] 
* Paper, 45c. @ Item 461(Reyv. 1965) HE 5.2: V 85/12 


14842 Rural education and small schools, selected bibliography (with ERIC 
abstracts), ERIC/CRESS supp. 2; compiled by Albert D. Link. June 
1972. [885] p. 4° [Educational Resources Information Center (ERIC), 
Clearinghouse on Rural Education and Small Schools (CRESS) ; New 
Mexico State University, Las Cruces, N. Mex.] * Paper, $2.75 (S/N 
1780-1062). @ Item 455-D HE 5.10: R 88/2/supp.2 


14843 Tutor trainers handbeok; [by Helen Lundblad and Carl B. Smith]. [1972.] 
cover title, 63 p. il. 4° (1776/Right to Read/1976; National Reading 
Center.) { @ Item 461-A (Rev. 1965) HE 5.6/2: T 88 


ENGINEERS CORPS (Army), Defense Dept. 


Notr.—Orders or requests for publications listed below which are solid by the 
Superintendent of Documents shoudl be sent to the preparing and issuing office 
indicated. Address requests to the U.S. Army Corps of Engineers and add the 
city and state shown. Publications shown as initiated and issued by the Chief of 
Engineers should be sent to: Office of the Chief of Engineers, Publications Depot, 
890 Pickett Street, Alexandria, VA 22304. 


Coastal Engineering Research Center : Miscellaneous paper. 


14844 2-72. Glossary of coastal engineering terms; compiled by Richard H. Allen. Apr. 
1972. [2]+55+ [5] p. il. 4° +} Coastal Engineering Research Center, 
5201 Little Falls Road, N.W., Washington, DC 20016 D103.42/2: 2-72 


Cold Regions Research and Engineering Laboratory, Hanover, N.H.: 
Special report. f D 103.33/2 : (nos. ) 


14845 172. Literature survey of cold weather construction practices [with bibliog- 
a by] John A. Havers and Robert M. Morgan. May 1972, ix+173 
il. 4° [Prepared by Purdue Research Foundation, contract DAAG 
33 -68-C-0020 | 
14846 173. Military facilities —_ environmental stresses in cold regions [with list of 
literature cited; by] R. P. Murrmann and Sherwood Reed. June 1972. 
lii+ 20+ [2] p. il. rd [Project 4A062112A891.] 


Construction Engineering Research Laboratory, Champaign, Ill.: Tech- 


nical report. 


14846A M-17. Stabilization studies of Southeast Asian soils, Vietnam [with list of ref- 
erences] ; by Raymond E. Aufmuth. June 1972. cover title, [1]+v+11 
+([8] p. il. 4° © Paper, $3.00. D 103.53 : M-17 


EERO technical report, (Army Engineer Waterways Experiment Sta- 
tion, Explosive Excavation Research Office, Livermore, Calif.) 


14847 39. Revised empirical approach to airblast prediction [with list of references ; 
by] Charles M. Snell and Dennis L. Oltmans. Nov. 1971. x+108+ [2] p. 


il. 4° @ Paper, $3.00. D 103.24/11: 39 

14848 Flood hazard information: Cave Creek, Arizona Canal to 19th Avenue, 
Phoenix, Ariz. Oct. 1971. cover title, [2]+ii+15 p. il. 13 pl. 4° [Pre- 

pared for Flood Control District of Maricopa County by Corps of En- 
gineers, U.S. Army, Los Angeles District, Calif.] ¢ D 108.47 : P 56 


14849 Flood plain information: Arkansas River, vicinity of Garden City, Kans. 
Mar. 1972. cover title, iv+40 p. il. 18 pl. 4° , [Prepared for Holcomb, 
Garden City, Finney County Area Planning Commission by Department 
of Army, Albuquerque District, Corps of Engineers, Albuquerque, New 
Mex.] ¢ D 1038.47: G16 


14850 ——- Beaver Creek and tributaries, vicinity of Huntingdon, Tenn. Sept. 
1971. cover title, [2]-+-ii+36 p. il. 17 pl. 4° [Prepared for City of Hunt- 


ingdon by Corps of Engineers U.S. Army, Memphis, Tenn., District.] } 
D 108.47: H 92 
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Bridge Creek and tributaries, vicinity of Corinth, Miss. Feb. 1972. 
cover title, [8]+ii+37 p. il. 25 pl. 4° [Prepared for City of Corinth 
by Corps of Engineers, U.S. Army, Memphis, Tenn., District.] t{ 
D 103.47 : C 81/2 
52 —_ Ohio River, Belmont County, Ohio. June 1971. cover title, [3]+-i+31 
p. il. 12 pl. 4° [Prepared for Belmont County Planning Commission 
and State of Ohio Department of Natural Resources by Corps of En- 
gineers U.S. Army, Pittsburgh District, Pittsburgh, Pa.] t 
D 103.47 : B 41/2 
Floods, Arkansas River in vicinity of Garden City, Kans. [1972.] [2] p. 
il. f° folded into narrow 8° size. [Prepared for Holecomb-Garden City- 
Finney County Area Planning Commission by Corps of Engineers from 
data in report, Flood plain information, Arkansas River, vicinity of 
Garden City, Kans.] t D 108.47/2: G 16 
Floods, how to avoid damage: Corinth, Miss. Feb. 1972. [2] p. il. large 
4° folded into narrow 8° size. [Prepared for city of Corinth by Corps 
of Engineers from data in report, Flood plain information, Bridge 
Creek and tributaries, vicinity of Corinth, Miss.] t D103.47/2:C 81/2 
—— Hastings, Minn., April 1965 flood. [1962.] [4] p. il. oblong 8° folded 
into narrow 8° size. [Prepared by Corps of Engineers from data in 
report, Flood plain information, Mississippi River and Vermillion River 
at Hastings, Minn.] ¢ D 108.47/2: H 27 
Huntingdon, Tenn. Sept. 1971. [4] p. il. oblong 8° folded into narrow 
8° size. [Prepared for city of Huntingdon from data in report, Flood 
plain information, Beaver Creek and Tributaries, vicinity of Hunting- 
don, Tenn.] f D 103.47/2: H92 
Floods in Lawrence, Methuen, Audover & North Andover, Mass, [1972.] 
[2] p. il. f° folded into narrow 8° size. [Prepared for city of Lawrence 
and towns of Andover, North Andover and Methuen, Mass. by Corps 
of Engineers from data in Flood plain information, Merrimack, Shaw- 
sheen and Spicket Rivers.] {¢ D 103.47/2: L 43 
Floods in Marshall County, W. Va. [1972.] [2] p. il. folded into narrow 8° 
size, [Prepared for Marshall County Commissioner and State of West 
Virginia, Department of Natural Resources, by Corps of Engineers from 
data in report Flood plain information, Ohio River, Marshall County, 
W. Va.] ¢t D 103.47/2 : M 35/2 
Floods on Bushkill Creek area of Haston, Pa. [1972.] [2] p. il. f° folded 
into narrow 8° size. [Prepared for Lehigh-Northampton Counties Joint 
Planning Commission by Corps of Engineers from data in report, Flood 
plain information, Bushkill Creek, Northampton County, Pa.] ¢f 
D 108.47/2: Ea 7 
Waterways Experiment Station 
Notge.—Unless otherwise indicated, publications of Waterways Experiment Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment 
Station, Vicksburg, Miss. (price upon application). 
Technical report. 


C-—72-2. Cement durability program, long-term field exposure of concrete columns, 
final report; by Edwin C. Roshore. Army—MRC ger s~ 4 Miss., 
Aug. 1972. xi+22+[16] p. 4° [Sponsored by Office, Chief of Bn- 
gineers, Army, conducted by U.S. Army Engineer Rr eaiey ¥ Experi- 
ment Station, Concrete Laboratory.] t 103.24/2 : C-72-2 


ENVIRONMENTAL DATA SERVICE, Commerce Dept. 
Washington, DC 20235 


World Data Center A for Solar-Terrestrial Physics: Report UAG (series). 
+ Paper, $9.00 a yr.; $2.50 additional for foreign mailing; single copies 
vary in price (National Climatic Center, Federal Bidg., Asheville, NC 
28801 Att: Publications). (Information incorrect in publication as to 
sale by Superintendent of Documents). 


14861 19. Reevaluation of solar flares, 1967 [with list of references] ; Helen W. 
Dodson, E. Ruth Hedeman, and Marta Rovia de Miceli. June 172. it) +15 
p. il. 4° + Paper, 15c. C 55.220: 19 
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ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


14862 Air pollution advice for elderly. [1972.] cover title, 8 p. il. (Region 7, 
Kansas City, Mo.) + EP 1.2: Ai 7/2 


14863 Citizen role in implementation of clean air standards. Oct. 1971, 11 p. 
narrow 8° +f EP 1.2: C49 


14864 Conference in matter of pollution of interstate waters of Colorado River 
and its tributaries, Colorado, New Mexico, Arizona, California, Nevada, 
Wyoming, Utah, held at Las Vegas, Nevada, Feb. 15-17, 1972, 7th ses- 
sion, transcript of proceedings. [1972.] + @ Item 473—A-1 
— card egy EP 1.16/2: C 71/972/v.1,2 

—-B+1- 
¥. ip Toga 1 1142-41104) p. il. 4° 

14865 Conference in matter of pollution of interstate waters of Colorado River 
and its tributaries, Colorado, New Mexico, Arizona, California, Nevada, 
Wyoming, Utah, held in Denver, Colo., Apr. 26-27, 1972, 7th session, 
reconvened, transcript of proceedings. [1972.] 178 p. il. 4° + @ Item 
473—A-1 
L.C. card 72-602896 EP 1.16/2: C 71/972-2 

14866 Conference in matter of pollution of navigable waters of Galveston Bay 
and its tributaries, (Texas), Houston, Tex., June 7-12, 1971, transcript 
of proceedings [with lists of references.] [1972.] + @ Item 473—A-1 
L.C. card 72-603149 EP 1.16/2: G 13/v.1-3 
¥. 3;. 27 Weeined a ee ?- il. 4° 
v. 2. 1i+734—-1362 
v. 3. 1+1363-— 1759 1 D. ti. > 

14867 Heonomic impact of cleaner environment, address by Thomas FE. Carroll, 
Assistant Administrator for Planning and Management, Environmental 
Protection Agency [to Robert Morris Associates, Buffalo, N.Y., Nov. 17, 
1971]. 1972. [1]+8+-[1] p. narrow 8° {~ @ Item 431-I-6 EP1.10: C23 


14868 Grant assistance programs of Environmental Protection Agency [lists]. 
July 1972. 82 p. (Office of Assistant Administrator for Planning and 
Management, Office of Administration, Grants Administration Division.) 
+ @ Item 431-I-1 EP 1,2: G 76/2 

14869 Industrial pollution of lower Mississippi River in Louisiana [with lists of 
references]. Apr. 1972. cover title, [1]-+-vii+146 p. il. 4° (Surveillance 
and Analysis Division.) f 
L.C. card 72-602734 EP 1.2: L 93/2 

14870 Life, pass it on, how you can help. [Oct. 1971.] [11] p. il. narrow 8° 
({Rocky Mountain Prairie Region, Denver, Colo.]) + EP 1.2: L 62/2 


14871 Louisiana’s water pollution control program, evaluation and recommended 
program. [1972.] cover title, [5]+27 p. il. 4° [Joint study by State of 
Louisiana and Environmental Protection Agency.] 7 EP 1.2: L93 


14872 Managing irrigated agiicuiture to improve water quality [with lists of 
references] proceedings of National Conference on Managing Irrigated 
Agriculture to Improve Water Quality, sponsored by Environmental 
Protection Agency and Colorado State University, May 16-18, 1972. 
(1972.] iv+[1]+306 p. il. 4° + 
L.C. card 72—83080 EP 1.2: Ag 8/2 

14873 METRO story, how citizens cleaned up Lake Washington. [Aug. 1972.] 
[6] p. il. narrow 8° * Paper, 10c. @ Item 431-I-1 EP 1.2: W 27 


14874 Public hearings on noise abatement and control, conducted by Office of 
Noise Abatement and Control: v. 5, Agricultural and recreational use 
noise, Denver, Colo., Sept. 30—Oct. 1, 1971. [1972.] v+234 p. + @ Item 
431-I-1 
L.C. card 72-601279 EP 1.2: N 69/3/v.5 
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14875 Questions and answers about nuclear power plants. [1972.] [2]+20 p. il. 
narrow 8° * Paper, $11.25 per 100; single copy, 15c. (S/N 5500-0057). 
@ Item 431-I-1 EP 1.2: N88 


Solid waste management SW-—(series). @ Item 431-I-7 EP 1.17:(nos.) 
6. Sanitary landfill, 1 part earth to 4 parts refuse; prepared by Lester A. 
Haug and Ralph J. Black. 1972. [22] p. il. narrov; 8° [This narrative 
has nm prepared to describe film made by Los Angeles County Sanita- 
tien Districts for Federal solid waste oo yo program under con- 
tract no. PH--OS—DQ—66. Also issued in Public Health Service numbered 
series as Public Health Service publication 2003.] * Paper, 30c. 
9e.1. Study of solid waste collection systems comparing one-man with multiman 
crews, condensation ; [prepared by Irene Kiefer]. [1972.] cover title, 32 
p. il. oblong 24° ([Public Health Service Publication 1892.]) [Con- 
densation based on Ralph Store and Company, Inc. report by same title. ] 
* Paper, 30c. (S/N 5502-0079). 
L.C. card 72—603165 
344.3. Solid waste handling and disposal in multistory buildings and hospitals: 
v. 8, Research on systems cevelopment; by ESCO/GREENLEAF. 1972. 
[225] p. il. 4° [Prepared under solid waste management demonstration 
grant EC—00164 to County of Los Angeles.] * Paper, $1.75 (S/N 5502- 
0083). 
65ts. Sanitary landfill design and operation [with bibliographies]; by Dirk R. 
Brunner and Daniel J. Keller. 1972. viii+59 p. il. 4° * Paper, 65c. (S/N 
5502-0085). 
L.C. card 72—602878 
14880 81. Recycling assessment and prospects for success; [by Arsen Darney]. 
[1972.] cover title, 14 p. il. * Paper, 15c. 


14881 Waste treatment research newsletter, paper and forest industries, food 
processing, [with bibliographies]. July 1971. cover title, 31 p.4° (Pacific 
Northwest Water Laboratory, Corvallis, Oreg.) + EP 1.2: W 28/3 


Water pollution control research series. 


14882 12040 EEL 02/72. Reverse osmosis concentration of dilute pulp and paper efflu- 
ents, Errata. 1972. 1 p. 4° #¢ 
EP 1.16: 12040 EEL 02/72/errata 
14883 14010 EFK 06/72. Use of latex as soil sealant to control acid mine drainage [with 
list of references; by Jacob Tolsma. Arnold N. Johnson], 
Uniroyal, Inc., Research Center, Wayne, N.J. June 1972. viii 
+84+ [1] p. [Prepared for Commonwealth of Pennsylvania, 
Department of Environmental Resources and Office of Re- 
search & Monitoring.] * Paper, $1.00. @ Item 473—A~1 
L.C. ecard 72—603033 EP 1.16: 14010 EFK 06/72 


EQUAL EMPLOYMENT OPPORTUNITY COMMISSION 
Washington, DC 20506 


14884 6th annual report, Equal Employment Opportunity Commission [fiscal year 
1971]. [1972.] cover title, [8]+70 p. il. oblong 12° [Text on p. 2 of 
eover. Also issued as H. doc. 288, 92d Cong., 2d sess.] * Paper, 70c. 
(S/N 5215-0019.) @ Item 1059-A-1 Y 3.Eq 2: 1/971 


EXPORT-IMPORT BANK OF UNITED STATES 
Washington, DC 20571 


Note.—The name of the Export-Import Bank of Washington was changed to 
Export-Import Bank of United States by Public law 90-267, Mar. 13, 1968. 

14885 Export-Import Bank of United States annual report, fiscal year 1972. 

[1972.] 52 p. il. 24 p. of pl. 4° [Some illustrations are colored.] * Paper, 

$1.00 (S/N 5216-00005). @ Item 1061 Y 3.Ex 7/3: 1/972 


FARM CREDIT ADMINISTRATION 
Washington, DC 20578 


14886 38th annual report 1970-71, Farm Credit Administration [and] Coopera- 
tive Farm Credit System. [1972.] x+102 p. il. [Also issued as H. doc. 
265, 92d Cong., 2d sess.] + @ Item 430-J-1 FCA 1.1: 971 
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FARMER COOPERATIVE SERVICE, Agriculture Dept. 
Washington, DC 20250 


FCS information (series). + A 89.15 : (nos. ) 

14887 65. Cooperatives, distinctive business corporations; [by C. H. Kirkman, jr.]. 
[Revised July 1972.] [1972.] [1]1+24p. il. @ Item 65-B 

14888 71. What co-op directors do; [by C. H. Kirkman, jr.]. [Revised Feb. 1972.] 
[1972.] 11 p. il. 12° 

14889 72. Members make co-ops go; [by C. H. Kirkman, jr.]. [Revised Nov. 1971.] 
[1972.1 11 p. il. 12° 

14890 74. Manager holds important key to co-op success; [by C. H. Kirkman, jr.]. 
[Revised Mar. 1972.] [1972.] 11 p. fl. 12° 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


14891 Aircraft engine type certification handbook. June 5, 1972. cover title, [43] 
p. 4° (Advisory circular 33-2A.) [Issued with perforations.] +f 
TD 4.8: Ai 7/26 


14892 Emergency plans. Feb. 1972. cover title, [1]+i+31 p. il. 4° ([Advisory 
circular] AC 150/5200-17.) [Cancels AC 150/1930-1, AC 150/5200-10, 

and AC 150/5240-1A.] [Issued with perforations.] + @ Item 431-C-4 

TD 4.8: Em 3/972 


14893 Engineering services under Airport development aid program (ADAP) 
[with bibliography]. July 1, 1972. [1]+ii+32+1 p. il. 4 (Advisory 
circular AC 150/5100-9.) [Issued with perforations.] f 

TD 4.8: Ai 7/27 


14894 Guide specification for water/foam type aircraft fire and rescue trucks. 
May 26, 1972. cover title, [1]+iii+30 p. 4° (Advisory circular 150/ 
5220-10.) [Issued with perforations.] f TD 4.8: Ai 7/25 


Handbook. 

14895 8260.8A. United States standard for terminal instrument procedures (TERPS), 
Change 2. [May 4, 1972.] [112] p. il. 4° (Army [Dept.] TM 11- 

2557-26 ; Navy [Dept.] OPNAV INST 3722.16B; [Air Force Dept.] 

AFM 55-9. [Coast Guard manual] CG-—318. [Issued in looseleaf form. ] 

+ Manager of Headquarters Operations, Federal Aviation Administra- 

tion, 800 Independence Avenue, 8S.W., Washington, DC 20590 (price 

upon application). @ Item 431-C-4 TD 4.8/2 : 8260.3 A/ch.2 

14896 Measurement of runway friction, minutes of meeting, Feb. 2-8, 1971. 
Apr. 15, 1971. cover title, i+188 p. il. 4° (Report FS-—160-65-68-2.) 
[Issued with perforations.] ft TD 4.2: R87/3 


14897 Summary of airworthiness directives for small aircraft. [Jan. 1, 1972.] 
cover title, [636] p. il. 4° ([{Federal aviation regulations, pt. 39, v. 1.]) 
[Issued in looseleaf form.] * Paper, $5.50 (S/N 5007-0178). @ Item 
481-A-15 TD 4.10/2 : 972 


14898 United States standard flight inspection manual, Change 22. May 26, 1972. 

[22] p. il. 4° (Handbook OA P 8200.1; Army [Dept.] TM 11-2557-25 ; 

Navy [Dept.] NAVWEPS 16-1-520; [Air Force Dept.] AFM 55-8.) 
[Cancellation date after filing. Issued with perforations.] t 

TD 4.8: F 64/963/rep.2/ch.22 


FEDERAL BUREAU OF INVESTIGATION, Justice Dept. 
Washington, DC 20530 


14899 Uniform crime reports fer United States, 1971. [1971.] vii+230 p. il. 4° 
[Printed annually. Advisory: Committee on Uniform Crime Records, 
International Association of Chiefs of Police. Title on cover is: Crime in 
United States, uniform crime reports, 1971.] * Paper, $1.75 (S/N 2701- 
0009). @ Item 722 J1.14/7: 971 
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FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


14900 Statistics of communications common carriers, year ended Dec. 31, 1970. 
[1972.] viii4-218 p. il. * Paper, $1.00 (S/N 0400-0267). @ Item 288 
CC 1.35 : 970 


FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


Environmental considerations of transportation corridors, England, Swe- 
den, West Germany [with list of references; by] Irvin C. Lloyd. Aug. 
1971. cover title, [1]-+30+[5] p. il. 4° (Region 8.) [Prepared in behalf 
of International Road Federation.] t TD 2.2: En8/3 


14902 Federally coordinated program of research and development in highway 
transportation (FCP) project statements [with list of references]. Apr. 
1972. [3]+54 p. il. 4° (Structures and Applied Mechanics Division, 
Office of Research.) t TD 2.2: R381 


Highway location reference methods. Feb. 1972. [1]+16 p. 4° (Office of 

Highway Planning, Program Management Division; Office of Highway 

Safety, Technical Development and Standards Division ; Office of Traffic 
Operations, Traffic Performance and Analysis Division.) tf 

TD2.2:H 53/3 

Implementation package for drainage blanket in highway pavement sys- 

tems. May 1972. cover title, [2]+25 p. il. 4° (Office of Development.) tf 

TD 2.8: D78 

14905 Stewardship report, administering Federal-aid highway program, 1972. 

May 1972. cover title, [1]+82 p. il. 4° ¢f TD 2.2: St 4/972 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


14906 Step up to a Federal Home Loan Bank Board career. [1971.] cover title, 
[12] p. il. oblong 12° [Text on p. 3 of cover.] ¢ @ Item 596 


FHL1.2:C018 
FEDERAL POWER COMMISSION 
Washington, DC 20426 
FPC R (series). 

14907 78. Typical electric bills, typical net monthly bills as of Jan. 1971 for residen- 
tial, commercial, and industrial services ; [prepared by yall of Power]. 
aa -* {published 1972]. xxx+159 p. il. 4° * Paper, $1. ep s Bog 

438- aes T 
National electric rate book. [Issued with perforations. ] 


14908 Rhode p intone: July 1972. #71 +4p.4° [Supersedes issue of May 1969.] * Paper, 
25c. @ Item 437—A-3 FP 1.18:R 34/073 3 


FEDERAL RAILROAD ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


14909 Model study for vertical track buckling; [by Arnold D. Kerr]. Oct. 1971. 
cover title, [1]+16+-[13] p. il. 4° (Office of Research, Development and 
Demonstrations.) tf TD 3.2: T 67/4 


14910 Tracked air cushion research vehicle, vehicle/guideway dynamic analysis 
[with list of references]; by L. Pulgrano. cover title, xi+242 p. il. 4° 
(Oifice of High Speed Ground Transportation.) [Prepared by Grum- 
man Aerospace Corporation, Bethpage, N.Y., under contract DOT-FR- 
00005.] tf TD3.2: T 67/3 
14911 Tracked air cushion research vehicle, vehicle performance [with list of 
references ; by] C. Savatteri [and] J. Helgesen. March 1971. cover title, 
v+34 p. il. 4° (Office of High Speed Ground Transportation.) [Pre- 
pared by Grumman Aerospace Corporation, Bethpage, N.Y., under con- 
tract DOT-FR-00005.]  t TD 3.2: T 67/2 
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FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


14912 Changes in time and savings deposits at commercial banks, Jan.—Apr. 1972; 
[prepared by Caroline H. Cagle]. [1972.] p. [615]-625 4° [Reprinted 
from Federal reserve bulletin, July 1972.] + FR 1.3/a: D 441/11/972 


14913 Recent developments in black banking, 1970-71, report; by Andrew F. 
Brimmer, July 31, 1972. [1]+10 p. 18 tabs. 4° + FR 1.2: B 22/8 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Consumer information series. @ Item 558-A-2 GS 2.16 : (nos. ) 
14914 65. Ladders, selection, maintenance, proper use. June 1972. [1]+1+18 p. il. 4° 
* Paper, 45c. (S/N 2200-0069). 
L.C. card 72-603189 
14915 6. Room air conditioners. July 1972. 20 p. il. 4° * Paper, 45c. 
L.C. card 72—603140 
Federal test method standards. [Issued in looseleafform.] © Item 563 
GS 2.8/7 : (nos. ) 
Notgx.—Federal test method standards may be purchased from the Genera! Serv- 
ices Administration, Specifications Activity, Printed Materials Supply Division, 
Building 197, Naval Weapons Plant, Washngton, DC 20407. All checks and money 
orders should be made payable to the Treasurer of the United States. Single copies 
are available without charge at the nearest GSA regional office. 
141la. Paint, varnish, lacquer, and related materials, methods of inspection, 
sampling, and testing, Change notice 2. July 7, 1972. [20] p. il. 4° f 
Leather, methods of sampling and testing, Jan. 15, 1969, Change notice 2. 
July 18, 1972. [45] p. il.4° (ESC 8300.) 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


14916 
14917 =811. 


Consumer bulletin. 
14918 5. Freezer meat bargains. [1972.] [7] p.iL * Paper,10c. @ Item 533—A 
BT 1.3/2: 5/3 


FLIGHT STANDARDS SERVICE, Transportation Dept. 
Washington, DC 20553 


14919 Airline transport pilot (helicopter), written test guide. Revised 1972. 


[1972.] v+28 p. il. 4° ([{AC 61-42A.]) [Supersedes 1968 edition.] 
*Paper, 40c. (S/N 5011-0057). @ Item 431-F-3 TD 4.408: H 36/972 


14920 General aviation inspection aids, summary. Aug. 1972. cover title, iv+-148 
p. il. 4° (AC 20-7J.) [Text on p. 2-4 of cover. Issued with perfora- 
tions.] * Paper, $3.00 a yr. (including basic manual and 11 monthly 


supplements) ; 75c. additional for foreign mailing. @ Item 431-C-6 
TD 4.409 : 972 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


14921 FDA interim index to evaluations published in Federal register for NAS- 
NRC reviewed drugs, v. 2, Dec. 81, 1971, supp. 1. [Jure 27, 1972.] 56 p. 
oblong 8 (FDA 72-3024; Bureau of Drugs, Drug Efficacy Study Imple- 
mentation Project Office.) [Issued with perforations.] * Paper, 55c. 
@ Item 475 HE 20.4002 : D 84/4/v.2/supp.1 


14922 Guide for teaching poison prevention in kindergartens and primary grades. 
1965, reprinted May 1972. v-+-95 p. il. 4° ([{Bureau of Product Safety ; 
DHEW publication (FDA) 72--7017.]) [Formerly Public Health Service 


Publication 1881.] * Paper, $1.00 (S/N 1712-0148). © Item 475-G 
HB 20.4008 : P 75 
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14923 National drug code directory, June 1972 [with list of references]; pre- 
pared by Office of Scientific Coordination, Bureau of Drugs. [1972.] 
(657] p. 4° ([(FDA) 72-3027.]) [Edge index in p. 4 of cover.] 
* Paper, $4.50 (S/N 1712-0150). @ Item 475-N 
L.C. 76-604050 HE 20.4012 : 972 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 
Washington, DC 20250 


[Foreign Agricultural Service, miscellaneous], FAS-M (series). f 
A 67.26 : (nos. ) 
14924 243. Italy’s changing ssbases P - cra [by Robert W. Johnson]. Mar. 1972. 
cover title, iv ee. _ 
L.C. card 72-601798 
14925 245. Walnut industries of Mediterranean Basin; [by Theodore Horoschak]. 


ue. f~ 5 BERT il. 4° 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


Forest pest leaflet. 
14926 58. Spruce budworm in Hastern United States [with list of references; by] 
J. L. Bean and D. G. Mott. Revised June 1972. [1972.] 8p. il. t @ Item 
82-A A 13.52 : 58/2 
14927 National forests fire report, 1971. [1972.] cover title, 52 p. il. 4° + 
A 13.32/83 : 971 


14928 National forests in Pacific Northwest, 1971. [1972.] cover title, 19 p. il. 4° 
({Pacific Northwest Region (R-6).]) ft A18.13/2: P 11/971 


Research note FPL-(series). (Forest Products Laboratory, Madison, 
Wis.) Tf A 18.79: FPL—(nos.) 

14929 FPL-01, Copeine of wood heer "as instogt t study (1971 
G E.% Te vidson}. ~aoe4 

c 


cover er title, ay p. i. 4° [Text on p. 2 and 3 of cover. 
14930 FPL-02. Comparison of wood preservatives in stake tests; (by. L. Gjovik and 


Yeeros 972. cover title, [90] p. 4° [ 
14931 FPL-0217. éioual identification ; by R. C. Koeppen. 1972. 3 p. 4° 


Research note NE-(series). (Northeastern Forest Experiment Station, 

Upper Darby, Pa.) + A 13.79 : NE-(nos.) 

NE-147. Sprouting of thinned hybrid } ge on bituminous oy spoils in 
Pennsylvania [with list x. references; by Walter H. Davidson and 
Grant Davis]. 1972. 6 p 

NE-148. Effect of tariff on maple. industry [with list of references; by Paul E. 
Sendak]. 1972. 5 p. il. 4 

NE-149. Longevity of black cherry seed in forest floor [with list of literature 
cited ; by G. W. Wendel}. 1972. 4 p. il. 4° 

NE-150. Campground marketing, impulse camper [with list “a literature cited ; 
by Wilbur F. LaPage and Dale P. Ragain]. 1972. 4 p. 4 

NE-151. Performance test of log and tree grades for gaaters, “white pine [with 
list of references ; by Robert L. Brisbin]. 1972. 5 p. 4 


Research paper FPL-(series). (Forest Products Laboratory, Madison, 
Wis.) f¢ A 18.78: FPL—(nos.) 


14937 FPL-132. Condensation problems, their prevention and solution [with “2 
bibliography; by L. O. Anderson]. 1972. cover title, 36 p. il. 4 
[Text on p. 2 2-8 of cover. Abstract cards inserted. ] 

14938 FPL-155. Shear stiffness of 2-inch wood decks for roof systems [with list of 
literature cited; by John J. Zahn]. 1972. cover title, 20 p. il. 4° 
[Text on p. 2 of cover. Abstract cards inserted. ] 


Research paper INT—(series). (Intermountain Forest and Range Experi- 
ment Station. Ogden, Utah.) f A 13.78: INT-(nos. ) 
INT-118, Great Basin Station, 60 years in range and watershed research [with 

list of research publications; by] Wendell M. Keck. iv+48 p. il. 4° 
INT-119. Bark beetle risk in mature ponderosa pine forests in western Montana 
we list of literature cited; by] Milt C. Johnson. 1972. [4] +32 

+[1] p.il.4° [Text on p. 2 of cover.] 


‘ext on p. 2 of 
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Research paper NE-—(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) 7f A 13.78: NE—(nos. ) 
NE-238. Stand changes in first 10 years after seedbed pre gon for paper 

birch [with o's - literature cited]; by John Bjorkbom. 1972. 
yer title, 10 il. 4° [Text on p. 2 of cover. Abstract cards 


serted. ] 

NE-239. Efrects of fertilizer-nutrient jatenions on red oak seedling growth 
[with list of literature]; by L. Auchmoody. 1972. cover title, 5 
p. il. 4° [Text on p. 2 of cover. abetract cards inserted. ] 

NE-240. Installing plastic as ar to collect sugar maple sap [with list of litera- 
ture cited] ; lay Smith and Albert G. Snow, jr. 1972. cover 
jr Pp. ny 4° [Text on p. 2-3 of cover. Abstract cards in- 

sert 

NE—241. Growth and yield predictions for upland oak stands, 10 years after 

initial thinni Pwith list of literature cited]; by Martin BE. Dale. 
1972. cover title, 21 p. il. 4° [Text on p. 2 of cover. Abstract cards 
inserted. ] 

NE-242. Decay in oak in central hardwood region [with a of literature cited] ; 
by Frederick H. Berry and John A. Beaton. 1972. cover title, 11 
Pp. yn. 4° [Text on p. 2 of cover. Abstract cards inserted ] 

NE-243. Role of forest site in fertilizer response; by ~_ oy! E. Leonard, 
Albert L. Leaf, John V. Berglund. 1972. cover title, p. [Text on 
p. 2 of cover. ] [Abstract cards inserted.] 


So you want to be a forester; [by] Charles Edgar Randall. [May 1967, 
reviewed for reprinting May 1972.] 24 p. (FS—-100.) [Reprinted by spe- 
cial permission of American Forestry Association. Listing of forestry 
schools updated in Mar. 1972.] + @ Item 84 A 13.2: F 76/75/972 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress, by Comptroller General of United States. + Paper, 
each $1.00 (free to members of Congress, Congressional committee mem- 
bers, staff members, Government officials, the press, college libraries, 
faculty and students). 

— of Bye ese from special bank account to Lockheed Aircraft Corporation 


for C— raft pr - ¥ during quarter ended June 30, 1972, Department of 
Defense. Aug. 11, 1972. cover title, 3+ [1] leaves, 4° (B—162. 578. 
GA 1.13: L 81/2/972 
Economies available through increased use of Federal Telecommunications System 
by military installations, Department of Defense. pe  orlaenes Administra- 
tion. Aug. 24, 1972. cover title, [4]+28 p.4° (B-1468 
L.C. card 72—-603058 GA 1.13: T 23/13 
14950 Breninetin of financial statements of accountability of yeeneaeer of United 
es fiscal years roy Department of Treasury. a“ 8 1972. cover title, 
fs] p. 4° (B-114802.3 A 1.18: T 71/970-71 
14951 Federal efforts to es drug abuse. Aug. 14, 1972. cover title, [5]+67 p. 4° 
Ny tpore gol a" 
card 72—603019 GA 1.18: D 84/7 
14952 Impartial cost-effectiveness studies found essential to 30 p. fe new weapons, 
artment of Defense. Aug. 21, 1972. cover title, [4] +35 p 1 (B-163058. } 
L.C. card 72—-603020 13: W 37/14 
14953 Importance of testing and evaluation in aperiniee process = ee weapon 
Fee Department of Defense. Aug. 7, 1972. cover title, [4]+55 p. 4° 


8. 
ores card a 7>-602526 GA 1.13: W 37/13 
14954 a needed to revise interest rate criteria for determining financing costs 
of water resources projects, Department of os pe Department of Army. 
Ang. 11, 1972. cover title, [31432 p. 4° (B-167712 

card 72-603006 GA 1.13: W 29/10 
14955 § More needs to be done to assure that physicians’ services, paid for by medicare 
and medicaid, are necessary, Department of Health, Education, and Welfare. 

ows. 2, yi e cover —_— [4]'+50 p. 4° (B- 164031(4).) 
2-603031 GA 1.13: P 56/10 


14956 Need for ton coordination of Federally assisted student aid greqrams in 
institutions of higher hy Office of Education, Department of Health, Edu- 
cation, and Welfare. Aug. 2, 1972. cover title, [4]+29 p. 4° (B-16403i(1).) 

L.C. card 72—603082 GA 1.13: St 9/2 

14957 Problems associated with reimbursements to hospitals for services furnished under 
medicare, Social Security Administration, owe of Health, Education, 
and Welfare. Aug. 3, 1972. cover title, [4] +65 p. 4° (B-164081 (4). ) 

L.C. card 72—603037 GA 1.13: H 79/15 

14958 Problems of Atomic Energy Commission associated with Ae. of users of 

radioactive materials for industrial, commercial, medical, and related purposes. 
= 18, Py owt ome title, [4] +98 p. il. 4° (B-1641 05. 
3018 GA 1.13: At 7/10 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing Office 
¢Official Use. Not Available 
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14959 Sizeable amounts due Government by institutions that terminated their partici- 
pation in medicare program, Social Security Administration Department of 
Health, Education, and Welfare. Aug. 4, 1972. cover title, [5]+60 p. 4° 
(B—164031—(4).) 
L.C. card 72—603039 GA 1.13: G 74/8 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


14960 Worldwide geographical location codes. Feb. 1972. cover title, i+356 p. 
oblong 12° (Office of Finance.) [Issued with 4 section dividers.] 
*Paper, $3.50 (S/N 2200-0076). @ Item 559 GS 1.2: G 29/972 


GEOGRAPHIC NAMES BOARD, Interior Dept. 
Washington, DC 20240 


14961 Australia, New Zealand, and Oceanic, gazetteer supplement, May 1972, 
official standard names; prepared in Geographic Names Division, Army 
Topographic Command. May 1972. [1]+iii+48 p. 4° + @ Item 617 
L.C. card 72-602929 133.8/2: Au7 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


14962 Aerial photographic reproductions. [1972.] 9 p. il. narrow 8° 
119.2: Ae 8/2 


14963 Appraisal of shallow ground-water resources, Pueblo Army Depot, Colo. 
[with list of selected references] ; by Frank A. Welder and R. Theodore 

Hurr. Denver, Colo., Dec. 1971. [7]+44 p. il. 5 pl. in pocket 4° (Colo- 

rado District, Water Resources Division.) [Open file report 71006.] tf 

119.2: P 96/4 


14964 Availability of ground water for public-water supply in Pensacola area, 
Fla., interim report, June 1971 [with list of selected references]; by 
Henry Trapp, jr. Tallahassee, Fla., 1972. 56 p.+[46] leaves, il. 4 maps 
in pocket, 3 tab. [Open-file report 72002. Prepared in cooperation with 
City of Pensacola through Bureau of Geology, Florida Department of 
Natural Resources.] f 119.2: P 38 


Bulletin. 

14965 1110. Contributions to Brazilian geology, nonferrous metals [title page and 
contents]. [1972.] [3] p. t @ Item 620 119.3: 1110/t.p & cont. 

14966 Estimating magnitude and frequency of floods in Wisconsin [with list of 
selected references] ; by Duane H. Conger. Madison, Wis. 1971. v-+-200 p. 

il, 4° (Water Resources Division.) [Open file report. Prepared in co- 
operation with Wisconsin Department of Transportation, Division of 
Highways.] t 119.2: W 75 


14967 Geology and hydrology of Tatum salt dome, Lamar County, Miss. [with list 
of references]; by E. J. Harvey and R. V. Chafin. 1972. [1]+ii+48 
leaves, il. 2 pl. in pocket, 4° (Dribble-34; USGS-474-131.) [Prepared 
under agreement AT (29-2)-474 for Nevada Operations Office, Atomic 
Energy Commission.] Paper, $3.00. 119.2: T 18/5 


14968 Hydrologic analysis of Mojave River basin, Calif., using electric analog 
model [with list of references] ; by William F. Hardt. Menlo Park, Calif., 
Aug. 18, 1971. iv+84 p. il. 4 maps in pocket 4° (Water Resources Divi- 
sion.) [Prepared in cooperation with Mojave Water Agency, U.S. Marine 
Corps Supply Center, Barstow, George Air Force Base. Open file re- 
port.] ¢ 119.2: M 72/3 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries 
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14969 Hydrologic studies, Project Dribble, Tatum salt dome, Lamar County, 
Miss.; [by Joe W. Lang]. [1971.] cover title, [1]+i+16 leaves, 1 pl. 
in pocket (Dribble-9; USGS-474-128.) [Prepared under agreement 
AT(29-2)-474 for Nevada Operations Office, Atomic Energy Commis- 
sion.] & Paper, $3.00. 119.2: T 18/6 


Professional papers. @ Item 624 I 19.16 : (nos.) 


14970 526-C. Cretaceous and early Tertiary depositional and tectonic history of Living- 
ston area, southwestern Montana [with list of references cited]; by 
Albert E. Roberts. 1972. iv+120+ [3] Pp. il. 3 pl. in pocket, 4° [Study 
of character of sedimentary rocks—their texture, variation in composi- 
tion, age assignments, regional correlation, and tectonic implications. 
Geology of Livingston area, southwestern Montana. Includes title page 
and table of contents to Professional paper 526. Two plates are 
colored.] * Paper, $2.75 (S/N 2401-0201). 
L.C. card 75-187551 

14971 716—-A. Geology and copper mineralization of Saindak quadrangle, Chagai Dis- 
trict, West Pakistan [with list of references cited] ; by Waheeduddin 
Ahmed, Shahid Noor Khan, and Robert G. Schmidt. 1972. v+21 p. il. 
1 pl. in pocket 4° [Prepared in cooperation with Geological Survey of 
Pakistan under auspices of U.S. Department of State and Government 
of Pakistan. Folded and faulted Cretaceous and Tertiary strata have 
been intruded by copper-bearing quartz diorite stocks with many fea- 
tures characteristic of porphyry copper type. Geological investigations 
in Pakistan. Plate is colored.] * Paper, $1.00 (S/N 2401-2108). 

: L.C. 71-175054 
753. Geophysical, geohydrological and geochemical reconnaissance of Luke salt 

body, central Arizona [with list of references] ; by Gordon P. Eaton, 
Donald L. Peterson, and Herbert H. Schumann. 1972. iii+28 p. il. 4° 
[Preliminary interpretation of buried salt body in Basin and Range 
province of Arizona, based on its gravity field, attendant hydrologic 
effects, and bromide geochemistry.] * Paper, 40c. (S/N 2401-2161). 
L.C. card 72—600111 


14973 Publications of Geological Survey, 1971. 1972. vi+89 p. ¢+ @ Item 623 
119.14: 971 


14974 Radiochemical analyses of water samples collected after Salmon Event in 
vicinity of Tatum salt dome, Lamar County, Miss.; [by V. J. Janzer, 
B. P. Robinson, and 8S. J. Rucker]. 1971. cover title, [1]-+i+33 p. il. 4° 
(Dribb!2-44; USGS-474-115.) [Prepared under agreement AT (29-2)- 
474 for Nevada Operations Office, Atomic Energy Commission. Some 
pages issued as leaves.] Paper, $3.00. 119.2: T 18/4 


14975 Summary of methods for collection and analysis of a basic hydrologic data 
for arid regions [with list of selected references]; by S. E. Rantz and 
T. BE. Eakin. Menlo Park. Calif., Feb. 16, 1971. v-+125 p. il. 4° (Water 
Resources Division.) [Open file report. Prepared in cooperation with 
California Department of Water Resources.] tf 119.2: Ar4 


14976 Temperature of Missouri streams; by James E. Bowie. 1971. [1]+ii+-22+ 
[828] p. 4° [Prepared in cooperation with Missouri Geological Survey 
and Water Resource, Missouri Water Pollution Board, and Environ- 
mental Protection Agency.] f 119.2: M 69 0/2 


14977 Water levels in observation wells in Tatum salt dome area, 1961-65, Lamar 
County, Miss.; [by R. E. Taylor]. 1971. cover title, [1]+ii+28 leaves, 
2 pl. in pocket, 4° (USGS-474-118: Dribble-48.) [Manuscript written 
1966. Prepared under agreement AT (29-2)-474 for Nevada Operations 
Office, Atomic Energy Commission.] % Paper, $3.00. 119.2: T 18/3 


14978 Water resources data for California, 1970: pt. 2, Water quality records 
[with list of selected references]. [1971.] xi+450 p. 4° [Prepared in 
cooperation with California Department of Water Resources and with 
other State agencies.] + District Chief, Water Resources Division, U.S. 
Geological Survey, 855 Oak Grove Ave., Menlo Park, CA 94025 

I 19.53/2 : C 12/970/pt.2 


14979 Water resources data for Idaho: pt. 2, Water quality records [with list of 
selected references]. 1971. v-+109 p. 4° [Prepared in cooperation with 
State of Idaho and with other agencies.] + District Chief, Water Re- 
sources Division, U.S. Geological Survey, P.O. Box 036, Federal Building, 
550 West Fort Street, Boise, ID 83702 119.58/2 : Id 1/970/pt.2 
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14980 Water resources data for South Carolina, 1970: pt. 1, Surface water 
records ; pt. 2, Water quality records. [1972.] vi+157 p. il. 4° [Prepared 

in cooperation with State of South Carolina and with other agencies.] t 

1 19.53/2 : So 8 c/pt.1,2 


14981 Water sources for nesting habitat of Mexican duck and double-crested 
cormorant, Elephant Butte Marsh, Sierra County, N. Mex. [with list of 
references]; by T. E. Kelly. Apr. 1972. 29 leaves, il. 4° 1 map in pocket. 
[Open-file report. Prepared in cooperation with Bureau of Land Man- 
agement.] { 119.2: El 2/2 


Water-supply papers. @ Item 625 I 19.13 : (nos. ) 


14982 1798-I. Fluvial sediment in Hocking River subwatershed 1 (North Branch 
Hunters Run), Ohio [with list of references]; by Russell F. Flint. 
1972. iv+23 p. il. [Prepared in cooperatioa with Department of Agri- 
culture, Soil Conservation Service, Sedimeiutation in small drainage 
basins.] * Paper, 30c. (S/N 2401-2153). 
L.C. card 71-—190388 

14983 1827-—D. Effect of aging on aluminum hydroxide complexes in dilute aqueous solu- 
tions [with list of references] ; by R. W. Smith and J. D. Hem. 1972. 
iv-+51 p. il. [Chemistry of aluminum in natural water.] * Paper, 40c. 
(S/N 2401-2144), 
L.C. card 79—189478 

14984 1985. Ground-water resources of Orange and Ulster Counties, N.Y. [with se- 
lected bibliography] by Michael H. Frimpter. 1972. v+80 p. il. 4 pl. in 
pocket. [Prepared in cooperation with New York State Conservation 
Department. 2 plates are colored.] * Paper, $2.00 (S/N 2401-2063). 
L.C. card 10—190390 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


Conference on interstate pollution of Pearl River (Louisiana-Mississippi), 
New Orleans, La., Oct. 22, 1963. [1964.] cover title, [5]+213 p. il. 4° 
[Some pages printed as leaves.] tf HB 1.2: 131 


DHEW obligations to institutions of higher education and other nonprofit 
organizations, fiscal year 1971; [prepared by Ruth G. Black and 
Wayne BE. Tolliver]. [1971.] (Office of Assistant Secretary for Health 
and Scientific Affairs.) + @ Item 444-B HB 1.41: 971/v. (nos. ) 


. Summary. viii+ 36 p. 4° 

. Institutions of higher education. vii+ 386 p. 4° 
. Health professional schools. vi+145 p. 4° 
. 4. Research institutes, operating foundation, and R & D centers. v+28 p. 4° 
. 5. Hospitals. v+119 p. 4° 


HEALTH MANPOWER EDUCATION BUREAU, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


14991 Bureau of Health Manpower Education fy 1971 grants, awards, and loans; 
[prepared] by HEW Region. Mar. 1972. xx-+-411 p. oblong 8° (Division 
of Manpower Intelligence.) f HE 20.3144 : G 76/971 


14992 Current research project grants. [Revised July 1972.] [1972.] 13 p. 4° 
({DHEW publication (NIH) 73-88; Division of Nursing.])  ¢ @ Item 
507-D-4 HE 20.3111 : 972 


14993 Minority groups in medicine, selected bibliography. June 1972. [3]+15 p. 
(DHEW publication (NIH) 72-331; Division of Physician and Health 
Professions Education.) * Paper, 20c. @ Item 507—D-5 
L.C. card 72-603081 HE 20.3113 : M 66 


14994 Physician support personnei, summary of training programs. June 1972. 
cover title, [1]+-46 p. (/DHEW publication (NIH) 73-318.]) [Prepared 

jointly with American Medical Association.] ¢ @ Item 507-—D-1 
HB 20.3102: P 56/3 
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HEALTH SERVICES AND MENTAL HEALTH ADMINISTRATION, 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


14995 Family planning services projects grants of National Center for Family 
Planning Services policies and guidelines for applicants. Feb, 1971. 
cover title,iv+i2p. tf HE 20.2008 : F 21/971 
14996 HSMHA public advisory committees roster of .aembers, Oct. [July] 1, 
1972: Councils, committees, boards, panels, study sections. [1972.] vii 
+118 p. 4° ({DHEW publication (HSM) 73-6; Office of Administra- 
tor, OMP, Committee Management Staff.]) [Oct. 1, 1972 appears on 
publication in error.] + @ Item 483-T HE 20.2011/2 : 972-3 


14997 Where to write for marriage records, United States and outlying areas. 
[Revised 1972.] [1972.] [2]+6 p. 4° ([DHEW publication (HSM) 
72-1144.]) * Paper, 15c. (S/N 1722-0221). @ Item 483—T-1 

HE 20.2002 : M 34/972 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


14998 Address by Floyd H. Hyde, Assistant Secretary for Community Develop- 
ment, U.S. Department of Housing and Urban Development, to South- 
eastern Regional Council of NAHRO, New Orleans, La., June 13, 1972. 
(1972.] [1]+11 p. 4° 7 HH 1.7: H 99/8 
14999 Buying and financing mobile home. [Aug. 1972.] [10] p. il. oblong 48° 
({HUD-243-F.]) {+ ©@ Item 582 HH 1.2: M71/2 


15000 Homeownership and resident counseling, selected bibliography ; compiled 
by Homeownership Counseling Branch of Counseling and Community 
Services Division, Office of Administrative and Program Services, Hous- 
ing Management. May 1972. [3]+i+65p.4° + @ Item 581-D 

HH 1.23: H 75 

15001 How about HUD? [June 1972.] [10] p. narrow 8° ({HUD-131-A(3).]) 

~ @ Item 582 HH 1.2: H 81/38/972 


15002 How HUD helps with relocation. [Aug. 1972.] [2] p. J. oblong 8° folded 
into narrow 8° size. ({HUD-76-CPM (2).]) { @ tem 582 
HH 1.2: R 27/3/972 
HUD guides. 7 HH 1.6/7 : (letters—nos. ) 
15003 FHA G 4005.8. ee pie: Application through insurance], Change 5. 
June 30, 1972. [56] p. 4° [Includes transmittal notice. Is- 
sued with perforations, ] 
15004 FHA G 4010.6. (afertgngoos guide: Home mortgage insurance fiscal instruc- 
tions], Change 4. June 30, 1972. [72] p. 4° [Includes trans- 
mittal notice. Issued in looseleaf form. 
15005 FHA G 4015.9. [Mortgagees’ guide: seo of insured mortgages], 
Change 5. June 30, 1972. ~. p. 4° [Includes transmittal 
notice. Issued in looseleaf R ... 


HUD handbooks. HH 1.6/6: HM (nos. ) 


HM 4310.5. Property disposition handbook one to four family properties trans- 
mittal. June 30, 1972. [12] p. 4° (Housing Management.) [Is- 
sued in looseleaf form. Includes transmittal 33.] 

HM 7215.1. Urban renewal handbook transmittal. [July 11, 1972.] [10] p. 4° 
(Housing Management.) [Issued in looseleaf form. Includes trans- 
mittal notice 100.] * Paper, $20.00 (including basic manual and 
supplementary material for an indefinite period) ; $5.00 additional 
for foreign mailing. @ Item 582-—D 


HUD international brief. (Office of International Affairs). 
14. Building prefabrication, state of the art in world perspective; [by H. Jay 
Howenstine]. June 1972. 15 p. il. 4° ({HUD~—336~—1-14A.]) werae 15¢e. 
(S/N 2300-0199). @ Item 581-E-1 .40/2:14 

HUD personnel pamphlet. 

15009 2. Staff adjustments. [1972.] [8] p. il. narrow 8° f HH 1.6/8: 2 
15010 Information sources in housing and community development; compiled by 
Library and Information Division. 1972. iii+44 p. 4° * Paper, 50c. 
(S/N 23800-0196). @ Item 582 HH 1.2: In3 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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15011 Nursing home mortgage insurance. [Aug. 1972.] 10 p. il. narrow 8° ({HUD 
86-F(3).]) f © Item 582 HH 1.2: N 98/2/9772 


15012 Urban renewal directory, Dec. 31, 1971. [1972.] cover title, [7]+144 p. 
4° ({Community Development.]) { @Item5&-M HH7.8/2:971/2 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Notre.—Requests to the Interior Department for publications should give the full 
title and the date of the publication. Do not include Monthly Catalog entry numbers 
or Superintendent of Documents classification numbers, which should be used 
only when ordering from the Superintendent of Documents. 


Indians Arts and Crafts Board : Bibliography (series). 


15013 1. Native American arts and crafts of United States. [1971.] [6] P il, 4° ¢ 
1.84/5:1 


[Saline water] research and development progress report. (Office of Saline 
Water.) @ Item 604-A-1 1 1.88 : (nos. ) 


766. Multicomponent reverse osmosis membranes [with lists of references]; by 
D. McIntyre, S. Krishnamurthy, B. H. Meyer, University of Akron, Akron, 
Ohio. May a xxv-+1-42a, 43-247 p. il. 4° [Grant 14—01—001-1261.] 


* Paper, $2.00. 

774. Mechanism of formation of = ym type membranes and their chari.:teriza- 
tion [with lists of references] ; by M. A. Frommer, R. Matz, Hydronautics, 
Inc., Laurel, Md. May 1972. baits 125 p. il. 4° [Contract 14-30-2529. ] 
* Paper, $1.25 (S/N 2400-0746). 

780. Further studies of optimum operation of desalting oy as supplemental 
source of firm yield [with list of references]; by C. G. Clyde and W. H. 
Blood, Utah Water Research Laboratory Utah State University, Logan, 
Utah. June 1972. ix+128 p. il. 4¢ [Contract 14-—30—2554.] * Paper, 
$1.25 (S/N 2400-0752). 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


15017 Careers in taxation [with list of selected references]. [1972.] [2] +18 p. il. 
([{Publication 491 (Rev. 8-72)].) + @ Item 956 T 22.2: C 18/5/9772 


15018 Statistics of income, 1969: Estate tax returns. [July 1972.] cover title, 
iv+48 p. il. 4° (Publication 764 (7-72); [Statistics Division].) 
* Paper, 65c. (S/N 4804-0498). @ Item 964 
L.C. card 72-600178 T 22.35/2 : Es 8/969 


Tax information on disasters, casualty, losses, and thefts. [1972.] 16 p. 4° 


(Publication 547 (7-72).) *Paper, i5c. @ Item 964-B 
T 22.44/2 : 547/5 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 
@ Item 231-I C 42.30 : (nos. ) 
15020 72-086. Upper Volta. July 28, 1972. 19 p. il. 4° (American Embassy, Ouaga- 
dougou.) [Annual. Supersedes br 71-027.) 
15021 72-091. Haiti. Aug. 18, 1972. 9 p. 4° (American Embassy, Port-Au-Prince.) 
[Annual. Supersedes ET 71-089. ] 
15022 72-093. Thailand. Aug, 22, 1972. 10 P, 
[Semianaual. Supersedes ET 72-017 
15023 Global market survey: Air-conditioning and eg rags equipment. Aug. 
1972. vi+69+[2] p. 4° [Edge index on p. 4 of cover.] ‘* Paper, $1.00 
(S/N 0809-0204). @ Item 231-G-1 
L.C, card 72-608162 C 42.83: Ai7 


15024 —— Industrial and scientific instruments. May 1972. vi+94 p. 4° [Accom- 
panied by Chart 1, Schedule of promotional events, 1972; on verso chart 
2, Schedule of promotional events, 1973.] * Paper, $1.25. @ Item 


231-G-1 
L.C. card 72-602648 C 42.33 : In2 


0 — Embassy, Bangkok.) 
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INTERSTATE + eng aaa 
Washington, DC 20423 


15025 Cost of transporting freight by class 1 and class 2 motor common carriers 
of general commodities : East-South territory, 1970. Aug. 1972. cover title, 
(1]+ii+64 p. 4° (Statement 2C6-70; Bureau of Accounts.) [This 
study, issued as information, has not been adopted by Interstate Com- 
merce Commission.] * Paper, 65c. @ Item 682-—A 

IC 1.acco.2 : F 88/10/970 


15026 —— Southern region, 1970. Aug. 1972. cover title, [1]+ii+65 p.4° (State 
ment 2C5-70; Bureau of Accounts.) [This study, issued as information, 
has not been adopted by Interstate Commerce Commission.] * Paper, 
65c. @ Item 682-A IC 1 acco.2: F 88/12/970 


15027 Summary of information for shippers of household goods. [Revised June 
1972.] [1972.] [8]+17 p. il. [Form BOp 108.] * Paper, 20c. (S/N 2600— 
0863). @ Item 674 IC 1.2: Sh 6/4/972 


15028 Transport statistics in United States, for year ended Dec. 31, 1970; pre- 
pared by Bureau of Accounts. [Issued in sections as parts, punched for 
binders. This 1970 report when complete will consist of pts. 1, 5, 6, 7, 8, 
and 9.] 


pt. 5. Carries by water. {1972.] cover title, [3] +61 p.4° * Paper, 75c. @ Item 
699 IC 1.25 : 970/pt.5 


JOINT CHIEFS OF STAFF, Defense Dept. 
Washington, DC 20301 


15029 National security management: Correspondence course, information book: 
let. [1972.] cover title, 12 p. (Industrial College of Armed Forces.) 
@ Item 315-A D 5.18: N 21 s/4/972 


JOINT PUBLICATIONS RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Notg.—When ordering Joint Publications Research Service publications from the 
National Technical Information Service, give the JPRS number in the order. Do not 
include Monthly Catalog entry numbers or Superintendent of Documents classifica- 
pee en. which should be used only when ordering from the Superintendent of 
ocuments. 
Titles of JPRS serial reports listed below were issued during the month, but were 
not cataloged separately. (Price upon application). 
15030-1 East European scientific abstracts: Bio-medical science, no. 209; JPRS 56858 
15030-2 East Huropean scientific abstracts: Chemistry, no. 134; JPRS 56859. 
15030-3 East European scientific abstracts : Cybernetics, computers, and automation tech- 
nology, no. 69; JPRS 56860. 
15030-4 East European scientific abstracts : Earth sciences, no. 96; JPRS 56862. 
15030-5 ae yy scientific abstracts : Dlectronics and electrical engineering, no. 77 ; 
15030-6 a” eos scientific abstracts: Engineering and equipment, no. 76; JPRS 


15030-7 ae Be oe scientific abstracts: Materials science and metallurgy, no. 56; 
15030-8 7 greece scientific abstracts: Physics and mathematics, no. 120; JPRS 


15030-9 Herald of communications, v. 32, no. 6, 1972; JPRS 57101. 
15030—-10 Index of Le Monde, no. 141; JPRS 57085. 
15030-1 ma eon and byésela y, Ly yd hog 6-7, 1972; id 56831, 57127. 
Soviet public health, U v. 31, 1973; JPRS 5 
Space biology and Selicine. v. 6, pony bite: JPRS b7139, 
Translations from Kommunist, nos. ioti 1972; JPRS 56901, 56961, 57098. 
15030-15 Translations on Africa, nos. 1203— 1219; JPRS 56817, 56844, 56853, 56869, 
Petty erat 56941, 56951, 56971, 56980, 56995, 57005, 57040, 57068, 57092, 
15030-16 Translations on Eastern Europe: Economic and industrial affairs, nos. 733-755 ; 
JPRS 56845, 56855, 56885, 56896, 56921, 56930, 56938, 56947, 56965, 56983, 
Steg 57006, 57010, 57024, 57039, 57047, 57060, 57064, 57071, 57082, 57093, 
15030-17 Translations on Eastern Europe: Political, enn eacal and military affairs, 
58 9; JPRS 56821, 56846, 56851, 56887, 56893, 56919, 56936, 56954, 
58064, 56973, 56986, 57004, 57025, 57033, 57088 57057, 57069, 57083, 57109, 


15030-18 ro on Eastern Europe: Scientific —“— nos. 264-271; JPRS 56848, 
56883, 56928, 56974, 57034, 57054, 57097, 57134 
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DecemsBer 1972 


15030-19 Translations on Latin America, nos. 773-796 ; JPRS 56819, 56838, 56854, 56866 
56871, 56879, 56897, 56910, 56931, 56940, 569 966, 56982, 56987, 57003, 57023 
57037, 57049, 57058, 57063, 57070, 57077, 57094, 57120, $7136. 

15030-20 Translations on Mongolia, nos. 263-365 ; JPRS 56841, 56977, 56978. 

15030-—21 Translations on narcotics and dangerous drugs, nos. 56-62 : JPRS 56825, 56898, 
56956, 56990, 57050, 57072, 57096. 

15030-22 Translations on Near’ East, nos. 812-832; JPRS 56828, 56842, 56870, 56886, 
56894, 56913, 56922, 56939, 56967, 56972, 56985, 56994, 56998, 57012, 57022, 
57038, 57061, 57076, 57091, 57124, 6713 

15030-23 Translations on North Korea, nos. 363-368 ; JPRS 56905, 56929, 57007, 57079, 
57108, 57118, 57130. 

15030-24 Translations on North Vietnam, nos. 1223-1246; JPRS 56823, 56837, 56850, 
56867, 56882, 56891, i. 56917, 56926, 56953, 56969, 56981, 56989, 56996, 
57008, 57021, 57036, 57056, 57059, 57065, 57081, 57107, 57116, 57131. 

15030-25 Translations on People’s Republic of China, nos. 196-200 ; JPRS 56816, 56881, 
56907, 57026, 571 

15030-26 Translations on phen and east Asia, nos. 375-381; JPRS 56820, 56892, 56920, 
56934, 57020, 57067, 57114. 

15030-27 Translations on USSR agriculture, nos. 575-586 ; Lt ll veeat. 56856, 56878, 
56909, 56927, 56952, 56975, 56991, 57006, 57009, 57089, & 

15030-28 Translations 0 n USSR ec onomic affairs, nos. 395-405 ; SPRS 56815, 56822, 56840, 
56875, 56923, 56933, 56942, 56948, 56988, 57046, 57073, 

15030-—29 Transiations on USS industrial affairs, nos. 195-201 ; JPRS 56843, 56888, 
56908, 56984, 57002, 57051, 04. 

15030-30 Tosendigas on USSR’ aittare aioe. nos. 839-847 ; JPRS 56839, 56889, 56911, 
56950, 57001, 57035, 57080, 57090, 57103. 

15030-31 Translations on USSR political and sociological affairs, nos. 275-286; JPRS 
— 56847, 56872, 36880, 56918, 56937, 56962, 56997, 57014, 57053, 57095, 


15030-3232 Translations on USSR resources, nos. 295-304; JPRS 56848, 56876, 56884, 
56890, 56912, 56955 — 57011, 57052, 57111. 

15030-33 Translations on USSR trade and services, nos. 413-428; JPRS 56827, 56852, 
ges7s, ot ortee’ B, toa, 56932, 56946, 56963, 56993, 56999, 57015, 57055, 57078, 

15030-34 Pst Bog A Wes nos. fee-0e JPRS 56829, 56874, 56895, 
56935, 56943, 56968, *sT01s, re 066, 571 

15030-35 USA: Beonomics, politics, ideology. no. 3. 1972; JPRS 56958. 

15030-36 USSR Scientific abstracts: Bio-medical science, no. 118; JPRS 57087. 

15030—37 USSR scientific goes Ly ses no. 112; JPRS 57128. 

15030-38 USSR scientific abstracts: Cybernetics, comp juters, and automation technology, 
nos. 110-114; JPRS 56903; 756960. 57032, 87125, 57129. 

15030-39 a "abstracts: Electronics and electrical engineering, no. 145; JPRS 


15030—-40 USSR scientific abstracts: Engineering and equipment, no. 114; JPRS 57126. 
15030-41 — scientific abstracts: Materials science and metallurgy, no. 106; JPRS 


949. 
15080-42 Vestnik of USSR Academy of Sciences, v. 42, no. 7, 1972; JPRS 57086. 


JPRS (series). Y 3.J 66/13/ (nos. ) 


15031 56857. Studies — circular orbit motion, USSR [articles, with bibliographies]. 
Aug, 24, 1972. cover title, [1] +a+35 p. il. a ® Paper, $3.00. 
15032 56865. Work im Novouibt tsk Computer Center, USSR; by Il’ya Fonyakov. Aug. 24, 
tpi foo 4° {From Literaturnaya gazeta, no. 28; 
\ : r aper 
15033 56877. ber ogee bio sgrevhice totes | -™ Soviet encyclopedia, v. 5. Aug. 24, 
1972. cover ti {1 gee leaves, 4° Translations of Russian- 
language biographical articles on living oviet pemeagnis from 
Bol’shaya Sovetskaya entsiklopediya, v. 5.) Paper, 
15034 56602. Relaxation processes in jet of iow- me ge yg" my omy ae with CO, 
impurities, USSR [with bibliography]; by I. A. Aliyeva and N. L 
Yushchenokova. Aug. 29, 1972. cover title, [1]+7 p. il. 4° [From 
Izvestiya Akademii Nauk Azerbaydz skoy SSR, Seriya Fiziko- 
‘Tekhnicheskikh i Matematicheskikh Nauk, no. 6, 1970. j ® Paper, $3.00 
15035 5 . Gyroscopic and navigational instruments, USSR {articles with bibliog- 
raphies}]. Aug. 30, 1972. cover title, dut* re -,... a [From 
Izvestiya vuz, priborostroyeniye, ~ 6, 197 Paper, $3.00. 
15036 . Table of contents and foreword of book on infrared filters, USSR; =f 
N. A. Borisevich, V. G. Vereschagin [and] M. A. Validov. Aug. 20, 1972 
el a fil+4 p. 4° [From Infrakrasnyye fil’try, Minsk, 1971.) 
aper, $3.0 
15037 5 . Studies of placte ag a and cholera Mg “—s. [articles, with 
bibliographies]. Aug. 30, 1972. cover title, [1]+a+23 p. 4° [From 
Problemy osobo opasnykh inf infektsiy, no. 4(20), 1971. vu » dg er, $3.00. 
15038 56925. = Me TTC radar, USSR [with bibliography] ; by Y ishchenko. 
30, 1972. cover title, [1]-+a—b+78 p. il. 40 [Publication of Mili- 
tary Publishing House, Ministry of Defense, Moscow, 1972.] # Paper, 


3 
15039 56945. Labor in sphere of science, USSR; by P. N. Zavlin, A. Shcherbakov, 
M. A. Yudelevich. Sept. 5, 1972. cover title, (a+ 0b 885 p. il. 4° 


peak published by Science Publishing House, Novosibirsk. ] 

15040 56957, All-Union conference on onanet planning of national economy, USSR; by 
Ye. Fayerman. Sept. 6, 1972. cover ti © (1-7 p. 4° [From Voprosy 
ekonomiki, no. 6, 1972.) © Paper, $3.00 


Paper, 
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JPRS (series)—Continued 


56959. 


Three-dimensional flow encatiogs during supersonic flow around solid 
and gaseous obstacles, USSR [with bibliography] ; by A. I. Zubkov et al. 
Sept. 6, 1972. cover title, [1]+5 p. il 4° [From Trudy 1 respub- 
likanskoy konferentsii po ‘aerogidromekhanike, teploobmenu i massoob- 
menu, 1969.] & Paper, $3.00. 


. State od py. for development of USSR national economy for period 


1971-75 K. Baybakov]. “ye 7, 1972. [State Publishing House 
for Publishing House for ecw terature Moscow, 1972. 

pt. 1. cover title, H +a-—e+ 1-223a p. 4° & Paper, $3.00. 

pt. 2. cover title, +a-—e-+ 224-464 p. 4° Paper, $3.00. 


. Growth of physico-technical science in Soviet Latvia, USSR; by Yu. 


Mikhaylov. Sept. 8, 1972. cover title, [1]+6 p. 40 [From Veutnik 
Akademii Nauk Kazakh SSR, no. 4, 1972.] Paper, $3.00. 


. Current problems in aerobiology, survey JB the literature, USSR [with 


Se, ay’ E ; by V. V. Vlodavets. Sept. 14, 1972. cover title, [1] +9 p. 
rom Zhurnal mikrobiologii epidemiologii i immunobiologii, no. 6, 
1972.] # Paper, $3.00. 


. Description of chemically equilibrium flows of multicomponent ionized 


57018. 


57027. 


57028. 


57029. 


mixtures within framework of iy 2 ae and Prandtl equations, 
USSR [with ee Pays ee by O. N. Suslov, G. A. Tirskiy, V. V. 
Shchennikov. Sept. 1972. cover title, » fal + 2 p. 4° [From Zhurnal 
oO” mekhaniki i tekhnicheskoy fiziki, no. 1, 1971.] # Paper, 


—— simulation of movement of walking apparatus, USSR [with 

ibliography] ; by D. Ye. Okhotsimskiy, A. K. Platonov, et al. Sept. 14, 
1972. cover title, [1]+19 p. il. 4° [From Izvestiya Akademii Nauk 
SSSR, Tekhnicheskaya kibernetika, no. 3, 1972.] Paper, $3.00. 

Conference on automation of scientific research wore use of computers, 
June 5-9, 1972 [Novosibirsk] USSR. Sept. 14, 1972. cover title, {1]+a 
+10 p. 40 {Excerpts from papers presented.] @ Paper, $: 0. 

Radiation sensor cooling devices, USSR; by Ye. I. Antonov and V. Ye. 
Il’in. Sept. 15, 1972. cover title, [1] +a-+40 p. il. 4° From Ustroystva 
diya okhlazhdeniya priyemnikov izlucheniya, 1969.] Paper, $3.00. 

Safety technique during work with lasers, establishment of laser labora- 
tories, operating rooms using lasers, USSR; by N. F. Gamaleya. Sept. 15, 
1972. cover title, tt +15 p. il. 4° {Chapter from Lazery v eksperimente 
i klinkie, 1972.] ‘aper, $3.00. 


x Chernomor-2 euliiiseieg oceanic laboratory, USSR [excerpts]; by P 


e™ 
Borovikov, V. P. Brovko, et al. Sept. 15, 1972. cover title, [1]+2 
gp08” 4° [From monograph pub ished Moscow, 1971.] *® Paper, 


le Heading indicating and automatic flight control systems on airplanes of 


civil aviation service, USSR [with bibliography]; by N. M. Bogdan- 
chenko, G. Yu. Voloshin, [and] V. S. Belykh. Sept. 15, 1972. cover 
title, [1] +a-c+300 p. il. 4° Book published by Transport Publishing 
House, Moscow, 1971.] & Paper, $6.00. 

Alkaloids of genus Papaver, East Europe [with bibliography] ; by Lothar 
Kuehn, Dieter Thomas, Siegfried Pfeifer. Sept. 18, 1972. cover title, 
[1] +146 p. il. 4° [From Wissenschaftliche Zeitschrift der Humboldt- 
Universitaet zu Berlin, Mathematisch-Naturwissenschaftliche Reihe, 
German, v. 19, no. 1,1970.] & Paper, $3.00. 


. Anomalous water, hypotheses and facts, USSR; by B. Deryagin. Sept. 18, 


1972. cover title, [1]+13 p. il. 4° [From Nauka i zhizn, no. 4, 1972.] 
® Paper, $3.00. 


. International communist movement sketch of strategy and tactics, USSR; 


[edited by V. V. Zagladin]. Sept. 18, 1972. [Political Literature Pub- 
lishing House, Moscow, 1972.] 

pt. 1. cover title, [1 ]+a-—b+ eet DS 4° © cope, $3.00. 

pt. 2. cover title, [1] +a—b-+ 199-367 p. 4° aper, $3.00. 


. Contemporary biographies from laree oe oo Pplopedia.., v. 6, USSR. 


Sept. 18, 1972. cover title, [1] +a+ From Bol’ shaya sovet- 


skaya entsiklopediya, v. 6, 197 i.j pall 9 $3. 00. 


4 TH. S of ramjet and rocket- tie engines, USSR [with bibliography] ; 


8S. Zuyev and V. S. Makaron. Sept. 20, 1972. [Moscow, Mashinos- 
tre yeniye Press, 1971. 
pt. * cover title, ni tet Lees. il.4° # Paper, $3.00. 
pt. 2. cover title, [1] +a+241-484 p. il. 4° © Paper, $3.00. 


. Pharmacology of behavior and memory, USSR [excerpts]; by R. Yu. 


Il’yuchenok. Sept. 22, 1972. cover title, [1]+a+68 p. il. 4° [Nauka 
Publishing House. Novosibirsk, 1972.] # Paper, $3.00. 


. Testing metals for tension, impact, and variable loads, USSR; by L. T. 


Timoshuk. Sept. 22, 1972. cover title, [1]-+a—b+134 p. il. 4° [From 
Mekhanicheskiye ispytapiya metallov, 1971, Moscow.] # Paper, $3.00. 


. Computer time wasted, USSR [article]; by I. Novikov. Sept. 25, 1972. 


cover title, [1]+5 p. 4° [From Pravda, Aug. 21, 1972.] ©# Paper, 
$3.00 


. Soviet state and law, USSR [selected articles]. Sept. 26, 1972. cover title, 


Page 52 


{1]+a+49 p. 4° [From Sovet-skove gosudarstvo i pravo, no. 6, 1972. 
Moscow. Includes lists of references in footnotes.] # Paper, $3.00. 
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. Reports from higher educational institutions: Aviation technology, USSR 

ater with bibliographies]. Sept. 26, 1972. cover title, [1] +a+45 
il. 4° [From Izvestiya vuz, Seriya aviatsionnaya tekhnika, Moscow, 
voslogs issues.] & Paper, $3. 

. General “ek meee waveguide ongoubly, USSR iautiete a Bee 

rR V. Kislyakovskiy, Vod odop’yanov, 8S. N. Kush 
Sept. 26, "4973, cover a (iy 48 = il, 4° [From Izvestiya vuz 
ra ioelektronika, v. 14, no. 10, 1971, Moscow.] © Paper, $3.00. 

3. Toward new advances in’ medical science, USSR [article]. Sept. 27, 1972. 
cover title, [1]+12 p. 4° [From Meditsinskaya gazeta, Mar. 24, 1972. ] 
Paper, $3.00. 

. Underwater communications and towed equipment, USSR [articles]. 
Sept. 27, 1972. cover title, [1]+a+19 p. il. 4° [From Sportsmen- 
podvodnik, no. 29, 1972.] Paper, $3.00. 

. Use of magnesiothermy for reduction of various metals and alloys, kt oy 
[excerpts]; by G. V. Samsonov and V. P. Perminov. Sept. 29, 72. 
cover title, [1]+a+30 p. il. 4° [From Magniyetermiya, Metallurgiya 
Publishing House, Moscow, 1971.] # Paper, $3.00. 

57140. Electric field of sea waves, USSR [with bibliography] ; by G. A. Fonarev. 
Sept. 29, 1972. — — {1]+6 p. 4° [From Geomagnitnyye 
issledovaniya, no. 13, 1971.] # Paper, $3.00. 

57141. Study of humoral indicators of transplantation immunity in humans, 
USSR [excerpts] ; by V. L. Govallo. Sept. 29, 1972. cover title, [1] +34 
p. il. 4° [From Immunologiya tkanevoy nesovmestimosti, 1971, Mos- 
cow.] © Paper, $3.00. 

57142. Quality criteria for design of discrete-action microelectronic devices, USSR 
{with bibliography) ; a V. N. Ustyuzhaninov. Sept. 29, 1972. cover 
title, [1] F, m Izvestiya vuzov SSSR, radioelektronika, 
v. 15, & iz i9 2.] oF. $3.00. 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Annual report of Attorney General [fiscal year] 1971. [1972.] cover title, 
iv—167 p. il. 4° * Paper, $1.50 (S/N 2700-0135). © Item 717-C-1 
J1.1:971 


PR (series). (National Institute of Law Enforcement and Criminal Jus- 
tice, Law Enforcement Assistance Administration. ) 
L.C. card 72-602897 
15070 72-1. Voice identification research [with lists of references]; [prepared] by 
Department of Michigan State Police, East Lansing, Mich. Feb. 1972. 
v+147 p. il. 4° * Paper, $1.25 (S/N 2700-0144). @ Item 717-—D 
J 1.36: 72-1 
15071 Report of Attorney General to Congress of United States on administration 
of Foreign agents registration act of 1988, as amended, for calendar year 
1971. [1972.] [2]+219 p. 4° * Paper, $1.75 (S/N 2700-0149). © Item 
719-C J 1.30: 971 


LABOR DEPARTMENT 
Washington, DC 20210 


15072 Directory of minority college graduates, 1971-72. 1972. [5] leaves+1319 
p. 4° (Office of Equal Employment Opportunity.) * Paper, $8.00 (S/N 
2900-0159). @ Item 745 L 1.2: C 68/5/971-72 


15073 Neighborhood Youth Corps, hope and help for youth. [Revised 1972.] 
[1972.] 9 p. il. narrow 8° (Manpower Administration.) * Paper, 15c. 
(38/N 2900-0160). @ Item 745 L1.2: N 31/6/972 


New era for Spanish-speaking Americans [address] by Secretary of Labor, 
James D. Hodgson, to American G. I. Forum, Washington, D.C., July 28, 
1972. [1972.] (USDL 72-516.) 8 leaves, 4° + L1.13: H 66/38 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


BLS report. 
15075 411. Work injuries in atomic energy, 1970, survey of privately owned establish- 
ments, report to Atomic Energy Commission ; [prepared by Lyle R. Schauer 
and Alison Rivard]. 1972. v+18 p.il.4° t @ Item 768-G L2.71: 411 


#For Sale by National Technical information Service, 
Springfield, VA 22151 
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GOVERNMENT PUBLICATIONS 


Bulletins. @ Item 768 L 2.3 : (nos.) 
1725-67. Area wage survey: San Antonio, Tex., metropolitan area, May 1972. 
[Aug. 1972] cover title, ii+20 p. oblong 8° * Paper, 30c. 

1725-69. Area wage survey: Beaumont-Port Arthur-Orange, Tex., metropolitan 
— May 1972. [Aug. 1972.] cover title, ii+17 p. oblong 8° * Paper, 

ic. 

1725-70. Area wage survey: Providence-Pawtucket-Warwick, R.I.-Mass., metro- 
politan area, May 1972. [Aug. 1972.] cover title, ii+20 p. oblong 8° 
* Paper, 30c. 

1725-71. Area wage survey: Worcester, Mass., metropolitan area, May 1972. 
[Aug. 1972.] cover title, ii+26 p. oblong 8° * Paper, 35c. 

1725-72. Area wage survey: Richmond, Va., metropolitan area, Mar. 1972. Aug. 
1972. cover title, ii+28 p. oblong 8° * Paper, 35c. 

1725-7s. Area wage survey, Savannah, Ga., metropolitan area, May 1972. Aug. 
1972. cover title, ii-+24 p. oblong 8° * Paper, 35c. 

1741. Industry wage survey: Petroleum refining, Apr. 1971. [1972.] vi+34 
p. 4° * Paper, 50c. 

1744. Union wages and hours, printi industry, July 1, 1971; [by John F. 
Fitsock]. 1972. v-+62 p.4° * Paper, 65c. 

Industry wage survey: Men’s and boys’ separate trousers, Jan. 1971. 
[1972.] vi+54 p.4° * Paper, 60c. 
Labor and material requirements for construction of private single- 

family houses [with bibliography ; prepared by Robert Ball]. [1972.] 
vi+30 p.il.4° * Paper, 40c. 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Music Division, guide to its collections and services. 1972. [2]+22 p. il. 4° 
* Paper, 45c. (S/N 3007-0004). @ Item 813 
L.C. card 72-3353 LC 12.2: M 97/5/972 


Reading is for everyone. [1972.] [6] p. il. narrow 8° ([Division for the 
Blind and Physically Handicapped.]) ¢ @ Item 806 LC19.2: R 22/3 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


15088 Merchant fleets of world, oceangoing steam and motor ships of 1,000 gross 
tons and over, as of Dec. 31, 1971; [prepared by Office of Subsidy Ad- 
ministration]. [Aug. 9, 1972.] 19 p. 4° ([Report MAR-560-20.]) 
* Paper, 20c. ® Item 236-B C 39.212: 971 


Trim and stability guide for container and barge carrying ships; [by 
W. Michael Walsh]. July 1972. viii+100 p. il.4° * Paper, $1.00. © Item 
235-B C 39.206/3 : T 73 


U.S. merchant marine, America’s life lines. [1972.] [5] p. il. narrow 8° 7f 
C 39.202 : M 53/12 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


Manual of Medical Department. [1952], Change 76. Aug. 2, 1972. [78] p. 4° 
[Issued in looseleaf form.] f D 206.8/2 : 972/ch.76 


Naval Medical Field Research Laboratory: Camp Lejeune, N.C.: [Re- 
ports.] ¢ D 206.19 : (nos. ) 


15092 v.22,no.14. Drug abuse and viral hepatitis in marines [with list of references] ; 
by Richard P. Wenzel, George L. LeBouvier, and Walter E. Beam, 
jr. June 1972. cover title, 707—709+ [2] p. il. 4° (Work unit 
MF12.524.009-8014BF61.2,) [Reprinted from Journal of the Amer- 
ican Medical Association, May 1, 1972, v. 220. Copyright 1972, 
American Medical Association. ] 

v. 22, no. 15. Serum and nasal secretion immune response in meningococcal dis- 
ease [with list of literature cited]; by Richard P. Wenzel [and 
others]. June 1972. cover title, 627-629+ [2] p. 4° (Work unit 
M4305.12—3008BFG6.2.) [From Infection and immunity, v. 5, no. 
4, Apr. 1972, p. 627-629. Copyright 1972, American Society for 

Microbiology. ] 
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December 1972 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 
Report. 


15094 691. Psychological effects of prolonged exposure to sonar signals at an elevated 
intensity : 2. Twenty-four days’ exposure to — nals at 85 dB [with list of 
references] ; by Benjamin B. Weybrew and Ernest M. Noddin. Dec. 6, 
1971. cover title, [34] p. il. 4° [Research work unit = 12.524.004— 
9009DA5K.06.] ¢ D 206.10: 691 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 
Bulletin. 


15095 660. a stability of gaseli evelopment of stability prediction method and 
ies of gasolin« ~, (ition and component reactivity [with list of 

references]; by F. schwartz [and others]. [1972.] iv +e. 2 il. 4° 

* Paper, 60c. (S/N 2404-1030). @ Item 636 8.3: 660 


15096 Bureau of Mines grants for research, sponsored by Department of Interior, 
Bureau of Mines. Jan. 1972. cover title, [4]-++-16+ [4] p. oblong 48° tf 
128.2: G76 


15097 Coke producers in United States in 1971; prepared in Division of Fossil 
Fuels. Aug. 23, 1972. 7 p.4° {Mineral industry surveys; Coke producers, 
annual.) + Mines Bureau, Pittsburgh, PA 15213 I 28.30/2 : 971 


Information circulars. @ Item 687—A I 28.27 : (nos. ) 


15098 8545. Bureau of Mines procedure for evaluating quartz content of respirable coal 
mine dust; by Samuel A. Goldber, and] Murray Jacobson. [1972.] 
{3]+10 p. il. 4° + Mines Bureau, Pittsburgh, PA 15213 

15099 7. Trends in minerals industry, 1970 {with list of references] ; by Staff, Bu- 
a — [1972.] [2]+iii+89 p. il. 4° * Paper, $1. 00 (S/N 

15100 8. Instruments for detecting gas in underground mines »nd tunnels; by B. I. 
Ferber and A. H. Wieser. (1972.] [3]+16 p. il. 4° f¢ Mines Bureau, 
Pittsburgh, PA 15213 

15101 51. Bureau of Mines energy progeams, 1971 [with list of publications] ; 
John D. Spencer [and] Bill 24s (31+ y+ 1@ il. 4° 

15102 . Analyses of natural gases, 1971; . Cardwell and L. Benton]. 
[1972.] [3]+163p.4° * Paper, Z. 75 (S/N 2404-1147). 

15103 55. Injury experience in coal mining. 1967; by Forrest T. Moyer and Mary B. 
a [1972.] [2]+v+112 p. il. 4° ¢ Mines Bureau, Pittsburgh, PA 
1 3 

15104 556. Injury experience in coal mining, 1968; by Forrest T. Moyer and Mary B. 
MeNair. [1972.] [2] +v+107 p, il. 4° 

15105 558. Methane emission from U.S. coal mines, survey; by M. C. Irani [and 
ee! {1972.] [8]+58 p. il. 4° Mines Bureau, Pittsburgh, PA 
vo 

15106 . Respirators approved by Bureau of Mines as of May 24, 1972; by E. J. 
Kloos and R. H. pebate, [1972.] [8]+12 p. 4° (Revision of Informa- 
tion circular 8436.] + Mines Bureau, Pittsburgh, PA 15213 


15107 Minerals yearbook, 1970; v. 1, Metals, minerals and fuels; prepared by 
staff of Bureau of Mines, [1972.] viii+1235 p. il. [Also issued as H. doc. 
22, pt. 1, 92d Congress, 1st session.] *Cloth $6.00 (S/N 2404-1126). 
@ Item 639 I 28.37 : 970/v.1 


Petroleum products survey (series). (Mineral industry surveys. ) 
15108 76. Burner fuel oils, 1972; [by Ella Mae Shelton]. July 1972. cover title, [1] +35 
p. map, 4 pl. 4° + Mines Bureau, Pittsburgh, PA 15213 a Item 642—A 
I 28.18/3 : 76 
Preprints from 1970 Minerals yearbook. 
15109 Clays ; [by Samuel A. Gustavson]. [1972.] [2]+21p. * Pee 'y 
8.37/a: C rerere 
15110 Coke and coal chemicals; [by Eugene T. Sheridan]. [1972. 4 12) hed y * Pape 
20c. 009/2/076 
15111 Copper ; [by Harold J. Schroeder and John W. Cole]. [1972. ; “Ta 434 p. * Pape 


20c. 37/a: 793/976 

15112 Helium ; by Gordon W. Koelling]. [1972.] [2]+7p. * Paper, ioe. 
I 28.37/a: H 367/970 

15113 Injury experience and worktime in mineral industries; [by RF T. Moyer]. 

(1972.] [2]+12 p. * Paper, 10c. I 28.37/a : In 5/970 
15114 Injury experience and worktime in agg industries by States; [by Forrest T. 

Moyer]. [1972.] [2]+15 p. * Paper, 15c. I 28.37/a:In serese 
15115 Kyanite and related minerals; [by J. Hobert Wells]. [1972.] sal te py. * Pap 

10c. 


[ os on _ 8.387/a:K 98/976 
15116 Lead; [by Donald E. Moulds]. [1972.] [2]+ . il. aper. 
wigee —* Ree ° 28.37/a: L “re 


15117 Mineral 3" of Brazil; [by Frank BP. Noe and Alfred FA a ome ee | [197 
(2]+ * Paper, 15c. 8.387/a 2:B dso/atb 
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Preprints from 1970 Minerals yearbook—Continued 
Mineral industry of Delaware; [by A. F. Grube]. [1972.] [2] ts isa * gi (v0 


Mineral industry of Idaho; [by Francis C. Mitko]. [1972.] [2] itd .7= 
1 37/a 2: 3 116 
— T° “ted of Illinois; [by Grace N. Broderick]. (1972.] BOR 
ice 
Mineral industry of Japan; [by A. F. Grube]. [1972.] (21420 D. *p 
128.37/a2:J 271/970 
a | Png of Michigan; [by Grace N. Broderick]. , oe, 2 


iM Bé/ots 


aper, 

Mineral industry of Minnesota; [by Harold J. Polta]. (i972. [2] +17 il. 

* Paper, 15c. 37/a2: M 66/976 
Minera industry of Norway; [by F. L. Klinger]. [1972.] ait 4p 

10c. 8.37/a2: N 88/970 

Mineral industry of Utah; [by Gertrude N. Greenspoon]. (3902 ] 2} +20 D. 

* Pape! 3: Ut 17916 


r, 15¢. 
ee = y tadest aN Washington; {by Robert A. Whitman]. 
Mineral leat of Wisconsin ; [by Grace N. Broderick]. [2] fit pei 


10c. 3 
Natural gas ; [by William B. Harper, and Leonard L. ———, aa 1972.) [314-38 
p. iL * Faper, 20c. 87/a: G 21/970 


Natural - quids ; iby William B. Harper and aenant, i. eA), [1972.] 
[2]+18 p. il * 15c. 28.37/a: G 21/2/9870 


Review of m ert ine estrios ; (by Bernadette S. Schumaker and Jeannette I. 
Baker]. [1972.1 [ 60 p. il. * Paper, 30c. 8.37/a : M 564/6/970 

Silver ; by J. M. Werth. £1972.] [2]+17 p. * Paper, 18, 

8.37 /a : Si 39/3/970 


Statistical a" ; [by Mary BD. Daugherty and Nellie Ww Fahrney J. (1972. 
{2] Pape 20 ’ ~ I 28,87/a 2: St 29/97 


+ 
Stone: [by Parola id Drake]. (1972.] [2]+19 p. * Paper, ix 
al ag St 72/970 
Uranium; [by Walter C. Woodmansee]. [1972.] [2]+23 p. 1 "Paper '20e 
Zine; [by Albert D. McMahon]. [1972.] [2]+30 p. iL *P - 28.b7/a: Ur oer 
$ . Me nj. ‘ Dp. a 3 
. P28.37/a : Z 66/970 


Preprints from 1971 Minerals yearbook. 
Beryllium ; [by Robert A. Whitman]. [1972.] [2]+5 p. * ret, 


aries 'B 463/971 
Bismuth ; [by Charlie Wyche]. [1972.] [2]+5p. * Paper, 4 10e. 
28.37/a: B 542/971 


Bromine; [by Charles L. Klingman]. [1972.] [2]+8p. * ety 


10c. 
Cadmium ; [by Burton B. Ashley}. [1972.] [2]+7 p. il “Paper, tie, 2% 
admium ; urton B. ey]. : : ~ 
: a £ O37 /a: C 114/971 


Calcium a. calcium compounds; [by Avery H. Reed]. , lati. s [2] 42 Fi 
* Paper, 28.37/a: C 126/2/971 
saenetieh: , 4 BH. Chin]. [1972.] [2]+6 p. * Paper, 10c. 
28.387/a:M 274/2/971 

Mineral Sntgetry of Sierra Leone; [by Henry BD. Stipp]. [1972.] [2]+4 p. 
1 28.37/a 2: Si17/971 


ak 
Silicon ; tb B, Shekarchi}. [1972.] [2] +65 * Paper, 10c. 
” , —_ > I 28.37/a: Si 34/971 


Reports of investigations. @ Item 637-A 1 28.23 : (nos. ) 
7644. Strongly colias ‘- 4 oe in stirred-bed producer fm list (% ref- 
eet : oy J. Liberatore, and J. P. McGee. 972.] 
3)+11 p. il. 40 S. Mines yee, Pittsburgh, PA 15213 
7645. Mathes for poctieves. of stresses in ere inclusion or ore-body of 
irregular s: ape tn Sh gd list of references] Martin S. Oudenhoven, 
Clarence O. Babcock, and Wilson Blake. 11972.) [2] +i1+36 p. il. 4° 
Mines Bureau, Pittsburgh, PA 1521 
7646. Blending crushed coal by recycling a bin equipped with particle 
ibutor ; by James Konchesky. {1972.] [3]-+10 p. il. 4° + Mines 
Bureau, Pittsburgh, PA 15218 
7647. Activity patterns in catalytic reduction of SO, on some transition elements 
in alumina [with bibliography | by L. A. Haas, T. H. McCormick, and 
Pg fea [1972.] [3] +14 p. il. 4° ¢ Mines Bureau, Pittsburgh, 
7650. Copmipeironeenes detector for ozone measurement [with list of references 
by H. Carroll, B. Dimitriades, and R. M. Ray. [1972.] [3]+17 p. il. 4° 
[Work upon which this "Bure is based was done under cooperative 
agreement between Mines Bureau, Interior Department and Environ- 
mental Protection Agency.] + Mines Bureau, Pittsburgh, PA 15213 
7653. Ground ID) Gols from tunnel blasting in — Cheyenne Mountain 
(NORAD), Colo. [with list 4 references j ; James J. Olson [and 
others]. viore. ] 1h +25 p. il. 4 + Mines Rh ah Pittsburgh, PA 15213 
7655. Ternary phase diagram for cystera 1,1,2,2-tetrabromoethane/water/2- 
ropane’ with list of references] ; y John P. fpece; E. K. Landis, and 
ames 8. Brownin mg. [1073.) (sp tan p. il. 4° Prepared ed in cooperation 
with University oO bama.] + Mines | Pittsburgh, PA 15213 
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. Solubility of 1 1,2,2-tetrabromoethane in water as function of temperature 
{with list of references] ; Py John P. Gooch, BH. K. Landis, and James §. 
Browning. 873.) [2] +4 +18 p. il. 4° [Prepared in cooperation with 
University of Alabama + Mines Bureau, Pittsburgh, PA 15213 

. Force distribution in hig -intensity wet magnetic ary [with list of 
references] ; b ory Fraas. [1972.] [3]+18 p. il. 4° Mines Bureau, 
Pittsburgh, ’PA 15213 

. Extraction a g- for upgrading Sm,0s using selective stripping techniques 

with t of references]; by D. J. Bauer, L. HB. Schultze, and R. BH. 
~ A {1972.] (31+ b . il. 4° +f Mines Bureau, Pittsburgh, PA 


15213 
. Synthesis and characterization of dawsonite [with list of references] ; 
. Jackson, jr., C. W. Huggins, and S. G. Ampian. [1972.] [3] +14 p. il. yA 
+ Mines Bureau, Pittsburgh, PA 15213 
. Pressure distribution in irregulariy bounded reservoirs [with list of ref- 
erences]; by R. V. Higgins and A. J. Leighton. [1972.] [8]+15 p. il. 
2 pl.4° + Mines Bureau, Pittsburgh, PA 15213 
. Methane migration and storage characteristics of Pittsburgh, Pocahontas 
no. 8, and Oklahoma Hartshorne coalbeds [with list of erences]; by 
Fred (N. Kissell. {1972.] [3]+22 p. il. 4° + Mines Bureau, Pittsburgh, 
. Analysis of fracture orientations for poet to structural models of discon- 
tinuous rock [with bibliographies]; by M. A. Mahtab [and + 
(1972.] [2]+i1+76 p. il. 4° + Mines Bureau, Pittsburgh, PA 15 
. Separation of columbium, tantalum, titanium, and zirconium from --~ 
chlorination residues [with list of references] ; ; by C. Merrill and D. E. 
Couch, [1972.] [3]+ p. il. 4° 7 Mines Bureau, Pittsburgh, PA 15213 
2. Emission characteristics of propane 3 automotive fuel froth list of refer- 
ences] ; by Jerry R. _— and R. ‘erm (1972.] [21+1i1+ 34 p. iL 
4° f Mines B: 1reau, Pittsburgh, PA "15213 
73. Performance characteristics of coal-washi uipmeit : Dense-medium c¢. 
clones ; by A. W. Deurbrouck and J. ba dys dr. [1972.] [2] +i1+ 34 p. 
4° + Mines Bureau, Pittsburgh, PA 1 
74. Detection of rubble zones in oil ‘shale my octstent resistivity technique 
with list of references] ; fue ohn W. Brown and Richard C. Repsher. 
1972.] [3]+17 p. i. 4° ines Bureau, Pittsburgh, PA 15213 


MINT BUREAU, So ae peat. 
Washington, DC 20220 


15162 Domestic and foreign coins manufactured by mints of United States 1793- 
1970. [1972.] cover title, vi+138 p. [Reprinted from 1971 Report of 
Director of the Mint.] * Paper, 75c. (S/N 4805-00012). 

L.O. card 72-603132 T 28.1/a : C 666/2/793-970 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Motor carrier accident investigation reports. ¢ TD 2.309 : (nos. ) 
15163 71-8. Seymour Foods, Inc., accident, Dec. 18, 1971, Union, Nebr. [1972.] [1]+12 


15164 72-1. trip Transport, Inc., accident, Feb. 6, near Reading, Pa. [1972.] [1]+9 
p. ll. 4° 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


1973 appropriation, testimony of John E. Ingersoll, Director, before House 
and Senate Appropriation Subcommittees. [1972.] cover title, [1038] p. il. 
4° + @ Item 967 J 24.2: Ap 6/973 


SCID-TR (series). + @ Item 968-D J 24,14: (nos.) 
15166 5, v. 1. Study of international control of narcotics and dangerous drugs [with list 
of references reviewed; by] Jack A. a {and others]. May 1972. 
148] p. il. 4° Drug Control Division, Office of Scientific Support.) 
Final report, BNDD contract 71-28.] 
L.C. card 72-603164 
15167 5, v. 2. Synopsis of commentary of participants in discussion of revised draft of 
psychotropic substance convention, article by anes outlining revised 
draft and final convention; by Jack A. Kinney, R. A. Christensen, Gigi 
Gould. May 1972. [1] +167 p. oblong 8° (Drug Control Division, ‘Office 
of Selentific Su te [Final report, BNDD contract no. 71-28.] 
L.C. card 7 148 
5, v. 3. Synopsis of commentary of participants in discussion of third draft of 
= le =" on narcotic drugs, article by article, outlining third 
t and final convention; [by] Jack A. Kinney [and others]. May 
TOT. 7 + Drug Control Division, Office of Scientific Support.) [Final 
report, B contract 71-28.] 
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SCID-TR (series) —Continued 
7%. Alternative approaches to opiate addiction ry wan. benefits and 
potential, final report [with list of yew 4 ‘Wr illiam H. McGloth- 
Drug 


[and others]. June 1972, [134] p. Control Division, 
Office of Scient a Support.) 1 Contenct 3-70-38 


L.C. card 72-60: 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


15170 Guidelines for project planning. July 1972. cover title, [35] p. 4° (NHB 
7121.4.) [Issued with perforations.] * Paper, 45c. (S/N 3300-00463). 
@ Item 830-F NAS 1.18: P 94/5 


Mission report MR-(series). 


15171 11. Apollo 16 expedition to Descartes. [1972.] 8 p. il. 4° + @ Item 830-Y 
NAS 1.45:11 


NASA contractor report CR (series). & Paper, each $3.00. 
NAS 1.26: (nos. ) 


15172 2093. Comparison of genetic algorithms with conjugate gradient methods [with 
list of references]; by Jack Bosworth, Norman Foo, and Bernard P. 
Zeigler. Aug. 1972. cover ttile, {1]+43 p. il. 4° [Prepared by Uni- 
versity of Michigan, Logic of Computers Group, Computer and Com- 
munication Sciences Department, Ann Arbor, Mich., under contract NGR- 
23—005—047.] 

. Development of a temperature gallium phosphide rectifiers [with list of 
references] ; M. G. Craford and D. L. Keune. Sept. 1972. cover title, 
vii+ 50 p. il. % [Prepared under contract NAS 3-14387 by Monsanto 
Research Corporation, St. Louis, Mo.] 

. Algebraic, geometric, and stochastic aspects of ppnetic operators ; by N. Y. 
Foo and J. L. Bosworth. Aug. 1972. cover title, [1]+60 p. il. 4° [Pre- 
pared by University of yo Logic of Computers Group, Computer 
and Communication a ee epartment, Ann Arbor, Mich., under con- 
tract NGR-—23-005—047. ] 

. Community reaction to aircraft noise around smaller city airports [with 
list of references]; by William K. Connor and Harrold P. Patterson. 
Aug. 1972. cover title, vi+187 p. il. 4° [Prepared under contract 
NAS 1-10, 216 by Tracor, Inc. Austin, Tex. ] 

. Thermal one structural tests of hydrogen cooled panel [with list of ref- 
bes yy : C. E. Richard [and others]. Aug. 1972. cover title, iii+53 

p. il. repared by AiResearch Manufacturing Company, Garrett 
Ceptostion, Los Angeles. Calif. under contract NAS 1—5002.] 

. Jimsphere wind and turbulence exceedance statistics [with list of refer- 
ences]; by S. I. Adelfang and A. Court. Aug. 1972. cover title, vi+48 p. 
il. 4° [Prepared by Lockheed-California Company Environmental 
Sciences Laboratory, Burbank, Calif. under contract NAS 8—26661.] 


NASA SP (series). NAS 1.21: (nos.) 

15178 3060. Lunar ephemeris and selenographic coordinates of earth and sun for 
1977 and 1978; by Ann D. Hartung. 1972. xiii+428 p. il. 4° 
(Scientific and Technical Information Office.) & Paper, $6.00. 

15179 3063. Lunar ephemeris and selenographic coordinates of earth and sun for 
1983 and 1984 by Ann D. Hartung. 1972. xiii+424 p. 4° (Scien- 
tific and Technical Information Office.) & Paper, $6.00 

15180 5954(01). Transducer applications, compilation. [1972.] cover title, [3] +33 p. 
il. 4° (Technology Utilization; [Technology Utilization Office.]) 
# Paper, $1.00. 

15181 7037 (14). Cumulative index to 1971 issues of Aeronautical engineering, special 
bibliography. 1972. [878] p. 4° (Scientific and Technical Informa- 
tion Office, Office of Industry Affairs and Technology Utilization.) 
[Supersedes indexes contained in supplements SP--7037 (02) through 
SP-7037 (13).] & Paper, $9.00. 

7037(19). Aeronautical engineering, special bibliography with indexes, supp. 19. 
June 1972. [127] p. 4° (Scientific and Technical Information Of- 
fice.) [Selection of annotated references to unclassified reports and 
journal articles that were introduced into NASA scientific and tech- 
nical information system and announced in May 1972 in Scientific 
and Technical Aarosnace Re — (STAR) and International Aero- 
space Abstracts (IAA).] ‘aper, $3.00. 

L.C. card 72—611357 


NASA technical note TN (series). & Paper, each $3.00. 
NAS 1.14: D-(nos.) 
151838 D-6819. Versatile Méssbauer spectrometer and its applications in voents 
measurement [with list of references] ; bd By J. Singh and Lona M. 
Howser. Aug. 1972. cover title, iii+ 38 p. i 
15184 D-6825. Wall temeprature trie te calculation 1a cetind nozzle contour [with 
ist of references] ; Satoaki Omori, Klaus W. Gross, and Alfred 


1 
Krebsbach. July 172. Cover title, ix+105 p. il. 4° 
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. Wind-tunnel investigation at low speeds of model of Kestrel (XV-6A) 


vosteres oaemt ie ooee Se air) ~~ gn ~~ of references] ; by Rich- 
ar argason, ymond A ma and Matthew M. Winston. J 
1972. cover title, [1] +176 p. il. 4° sal 


. Water landing characteristics of model of winged reentry vehicle [with 


list of references]; by Sandy M. Stubbs. Aug. 1972. 
486 p. IL 4° y dy g. cover title, [1] 


. Wind velocity profiles measured by smoke-trail method at Wallops Is- 


land, Va., 1965-69 [with list of references]; by Richard H. Rhyne, 

00 p. Cc’ Manning, and Robert M. Henry. Aug. 1972. cover title, [1] 
4° 

.- Polynomial approximations of thermodynamic properties of arbitrary 

gas mixtures over wide pressure and density ranges [with list of 

ane i ; by Dennis O. Allison. Aug. 1972. cover title, [1] +33 p. 


. Vibration and aerodynamic buckling experiments for blunt truncated 


conical shells with ring-supported edges [with list of references] ; 
by egy Miserentino and Sidney C. Dixon. Sept. 1972. cover title, [1] 


+33 p. il 


. Mass influx obtained from LLLTV observations of faint meteors [with 


list of references]; by Robert J. Naumann and K. Stuart Clifton. 
Juiy 1972. cover title, iv-+19 p. il. 4° 


. Analytical study of airplane-autopilot response to atmospheric turbu- 


lence [with list of references]; by Waldo I. Oehman. Sept. 1972. 
cover title, [1] +42 p. il. 4° 


. Numerical calculation of boundary-induced interference in slotted or 


perforated wind tunnels including viscous effects in slots [with list 
of references]; by James D. Keller. Aug. 1972. cover title, [1]+22 


4° 


p. il. 
3 — -type polyimides from solutions of monomeric reactants [with 


t of references] ; by Peter Delvigs, Tito T. Serafini, and George R. 
Lightsey. Aug. 1972. cover title, {1} +19 p. il. 4° 


. Criticality experiments and analysis of molybdenum-reflected cylindrical 


D-6879. 


D-6880. 


D-6881. 


D-6889. 


D-6891. 


D-6895. 


D-6902. 


D-6903. 


D-6906. 


D-6908. 


D-6912. 


D-6914. 


D-6915. 


D-6919. 


uranyl-fluoride-water solution reactors [with list of references] ; by 
Daniel Fieno, Thomas Fox, and Robert Mueller. July 1972. cover title, 
[1] +26 p . il. 4° 
Light deletion electronics for Raman lidar [with list of references] ; 
Robert J. Leser and Jack A. Salzman. July 1972. cover title, iio 
oO 


pitied demnater normal-shock-pesition and restart coutrol of Mach Yo 
yom a mixed-compression inlet [with list of references] ; 
George H. wk saad LI. Cole, and Dale J. Arpasi. Aug. 1972. car 
title, or +47 p. 

High-temperature yi of r=fractory-metal wires and  ogaenatinn 
or composite applications [with list of references] ; y Donald 
Petrasek. Aug. 1972. cover title, [1]+ 39 p. il. 

Relations amo pure-tone sound stimuli, neural activity, and loudness 
sensation [with y of references] ; by Walton L. Howes. Juiy 1972. 
cover title, [1]-+32 p. il. 4° 

Devitrification a. Schon behavior of silica fibers [with list of ~efer- 
ences] ; by Isidor Zaplatynsky. July 1972. cover title, [1} +22 p. il. 4° 

Numerical analysis of transient response of axisymmetric ablative “a ~ 
layer considering internal flow effects [with list of references] 
Claud M. Pittman and Lona M. Howser. Sept. 1972. cover title, ry + a 


p. il. 
Interaction of moderately strong shock waves with thick perforated walls 
of low porosity [with list Ry references]; by Daniel J. Grant. Aug. 
1972. cover title, ix+54 p. il. 4° 
Etiological study of hthalate yp HERE of spacecraft and con- 
tamination from their earthly environs [with list of references] ; by 
tee ny C. Gross and Joe A. Colony. Aug. 1972. cover title, iii+16 
4° 


p. 
Simulation study of lift-roll i problem for hovering VTOL aircraft 


[with list of references] ; by *“" A. Jacobsen and Richard K. Greif. 
Aug. 1972. cover title, iv+14 p. 

Effects of wall cooling and angle of lead on boundary-layer transition 
on sharp cones at MO =7.4 [with list of references] ; by George G. 
Mateer. Aug. 1972. cover title, iv-+ 10 p. il. 4° 

Influence of alloying elements on friction and wear of copper [with list 
of referencees] ; by Donald H. Buckley. Sept. 19% 2. cover title, [1] +12 

o 


p. il. 4 

Friction and wear life properties of polyimide thin films [with lis+ of 
—* ; by Robert L. Fusaro. Aug. 1972. cover title, [1]+14 p. 
il. 

as atl lubrication of formulated C-ethers in air to 300° C: 1, 
Phosphorus ester additives [with list of references]; by William R. 
Jones, jr. and William F. Hady. Sept. 1972, cover title, [1]+17 p. il. 4° 

Low speed aerodynamic characteristics of large-scale model with thin, 
highly swept, 2.67 aspect ratio wing having cranked leading edge [with 
list of references] ; by Demo J. Giulianetti and Ralph L. Maki. Aug. 
1972. cover title, v-+39 p. il. 4° 
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NASA technical note TN (series)—Continued 
D-6920. Vacuum ultraviolet line radiation measurements of shock-heated nitrogen 
plasma [with list of ¢ © by James O. McClenahan. Aug. 1972. 
cover title, [1] +32 p. il. 4° 
D-6922. Performance and operating characteristics of arc-driven Langley 6-inch 
shock tube [with list of references]; by John DB. Nealy. Aug. 1972. 
cover title, [1]-+27 p. il. 4° 
D-6930. Optimum iby w orientation relative to crosswinds [with bibliog- 
fit 16 pt . Falls and 8, C. Brown. Sept. 1972. cover title, 
D-6934. = AeA derivatives and dynamic characteristics for HL—-10 
ing body vehicle at subsonic and transonic Mach numbers [with list 
of ow eerie ; by Larry W. Strutz. Sept. 1972. cover title, [1]-+76 


D-6936. Sea-level evaluation of digitally implemented turbojet engine control 
a {with list of references]; by Dale J. Arpasi, David S. 
Me wy and Robert BE. Wallhagen. Sept. 1972. cover title, [1] +26 


D-6938. oun -injection-start and shut-down characteristics of 2- to 15-kilowatt 
Fe tye ged system [with list “ > ~yarmememedi by Dennis A. Cantoni. 
Sept. 1972. cover title, [1] +17 p. il 

D—6939. Emission of sound from axisymmetric ea convected by mean flow 
with application to jet noise [with list of references] ; by Marvin BD. 
Goldstein and Burt M. Rosenbaum. Sept. 1972. cover title, iii+39 p. 4° 

D-6941. Analytical solution for heat transfer in three-dimensional porous media 
including variable fluid properties [with list of references] ; by Robert 
Siegel and Marvin DB. Goldstein. Sept. 1972. cover title, [1] +30 p. il. 4° 

D-6944. Preliminary investigation of projectile shape effects in nypervelocity 
impact of double-sheet structure [with list of references] ; by Robert 
H. Morrison. Aug. 1972. cover title, [1] +10 p. il. 4° 

D—6948. Grumman H-33 space shuttle orbiter aerodynamic and handling-qualities 
study [with list of references] ; by Pee W. Rainey [and others]. 
Sept. 1972. cover title, [1] +45 p. il 

D-6950. Sonic-boom ground-pressure Rane nc from Apollo 15, [with list 
of references] ; i / David A. Hilton, Herbert R. Henderson, and Royce 
McKinney. Sept 972. cover title, [1]+35 p. il. 4° 

D-6959. Numerical method and FORTRAN program for solution of axisymmetric 
electrostatic collector design problem [with list of references]; by 
Oliver W. Reese. Sept. 1972. cover title, iii+ 65 p. il. 4° 

D-6961. Concepts and procedures used to determine certain sea wave char- 
acteristics [with list of references]; by Allen D. Cummings [and 
others]. Sept. 1972. cover title, [1]-+ 24 p. il. 4° 

D—6969. Effect of polarity of electric current of friction behavior of 2 gallium- 
lubricated tantalum slipring assemblies [with list of references]; by 
John Przybyzewski. Sept. 1972. cover title, [1]-+25 p. il. 4° 

D-6973. Apollo experience report, flight planning for manned space operations ; 
by John W. O’Neill, J. B. Cotter, and T. W. Holloway. Sept. 1972. 
cover title, viii+42 p. il. 4° 

D-6974. Apollo experience report, lunar module communications system [with one 
reference] ; by Reinhold H. Dietz, Donald EB. Rhoades, and Louis J. 
Davidson. Sept. 1972. cover title, ix-+ 60 p. il. 4° 

D—6975. Apollo experience report, pressure vessels [with list of references] ; by 
Glenn M. Ecord. Sept. 1972. cover title, [1] + 25 p. il. 4° 

D-6976. Apollo experience report, battery subsystem; by J. Barry Trout. Sept. 
1972. cover title, [1] +20 p. il. 4° 


Opportunities for participation in space flight investigations, NHB 8030.14, 
Memo change 47. July 3, 1972. [12] p. 4° * Paper, $1.75 (including basic 
handbook and supplementary material for an indefinite period) ; 50c 
additional for foreign mailing. @ Item 880-F NAS1.18: Sp1/2/ch.47 


NATIONAL ARCHIVES AND RECORDS SERVICE, General 
Services Administration, Washington, DC 20408 


Records management handbook, managing information retrieval : Informa- 
tion retrieval. 1972. cover title, iii+-1382 p. il. 4° (FPMR 101-11.3; Fed- 
eral stock number 7610-042-8762 ; Office of Records Management.) [Pro- 
duced under contract jointly funded and administered by Air Force and 
GSA.] * Paper, $1.25. © Item 569-B GS 4.6/2: In3/2 


Special list. 

80. Title papers of Public Buildings Service ; compiled by W. Lane Van Neste and 
Virgil BE. Baugh, revised by Stanley W. Brown. 1972. viii+66 p. 4° (Na- 
tional archives.) 

L.C. card 72-600088 GS 4.7: 30 
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fOfficial Use. Not Available 





DecempBer 1972 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Handbook. 


15230 105-1. Specifications and tolerances for reference standards and field standard 
vr ts and measures ; 1, fepecincations and tolerances for field standard 


hts (NBS class F F) ] Thomas M. Stabler. [Revised te ] July 
1975, a Zot ttl D. A od 1 ioueed with pen ns r, 25c. 
@ Ite 18117 : MOBI /2 


Monograph. 
12€. Corrosion rates on underground steel test piles at Turcot Yard, Montreal, 
Canada, pt. 1 [with list of references; by] W. J. gj ag and 
Melvin “Romano July 1972. [3] +12+[1 p. iL 4° (Meta Urey, Divi- 
sion, Institute for Material Research. ) aper, 30c. (S/N 030 41015). 
— Item 247—A 
L.C. card 72-600112 C 13.44: 128/pt.1 


Special publications. @ Item 247 C 18.10: (nos.) 
260-41. Standard reference materials: Use of standard light-sensicive paper for 
calibrating carbon arcs used in testing textiles for cowr-tustness to 
light [with list of references; by] Lawrence A. Wood and Paul J. 
Shouse. Aug. wre wets p. il. 4°°°% Paper, 30c 
L.C. card 72-6001 
15233 349. Heavy-atom kinetic Al effects, an indexed bislography ; : by] Martin 
J. Stern and Max Wolfsberg. June 1972. iv+34+ [1] p * Paper, 
45c. (S/N 0303-0844). 
L.C. card 70—611342 
15234 354. Dental materials research, Seoegetings of 50th anniversary symposium 
held at National Bureau of Standards, Gaithersburg, Md., Oct. 6-8, 
1969, in men pe = ae La of dental Sepeere at NBS "Twith lists 
of references] ; ‘ son and James M. Cassel, editors. July 
1972. vi+231 ape. “ou. " * Cloth, $3.75 (S/N 0303-0944) 
L.C. card 70-1782: 


Technical notes. @ Item 249-A C 138.46 : (nos. ) 
15235 467. Activation analysis, bibliography through 1971; edited by G. J. Lutz [and 
others]. Aug. 1972. [784] 4° (Analytical Chemistry Division, In- 
stitute for Material Researc ) be yy TN 467, pts. 1 and 2 May 
1971.] * Paper, $7.00 (S/N 0303-0999). 

726. Testing and fabrication of wirebond electrical connections, comprehensive 
yy [with list of citations ; by] Hary A. Schafft. Sept. 1972. x+129 
+[1] p. il. 4° (Electronic Tec nology Division, Institute for Applied 
Technology.) * Paper, $1.25. 

733. Methods of measurement for semiconductor materials, process control, and 
devices, quarterly report, Jan. 1—-Mar. 31, 1972 [with list of references] ; 
W. Murray Bullis, editor. Sept. 1972. vi+52+[1] p. il. 4° (Electronic 
Technology Divisions, Institute for Applied Technology.) [Jointly sup- 
ported by National Bureau of Standards, Defense Nuclear Agency, Navy 
piratedic § Systems Project Office, Navy Electronic Systems Command, Air 
Force eee Laboratory, Air Force Cambridge Research Laboratories, 
Advanced Research Projects Agency, Atomic Energy Commission, and Na- 
tional Aeronautics and Space Administration.] * Paper, 60c. 


Voluntary product standard PS (series). 


82-70. Hinged interior wood door units revision 2. (1972. j 1 PB a. pa eave 
Sept. 4, 1972. Supersedes address in footnote 2.] ¢t @I 
C13. 20/2: mse 10/rev. 2 


NATIONAL CENTER FOR HEALTH STATISTICS, Health 
Education, and Welfare Dept. 
Washington, DC 20201 


15239 Data preparation instruction manual: pt. 3, Vital statistics classification 
encoder instructions for live birth and fetal death records, 1972; [pre- 
pared by Division of Data Processing]. [May 1972.] [2]+ii+92 p. [Pre- 
pared in collaboration with Division of Vital Statistics.] ft 

HE 20.2208 : D 26/pt.3 


15240 Statistics for comprehensive health planning; Jerome W. Lubin [and 
others] editors. June 1972. xvi+242 p. 4° ([Document 618.12]; Public 
Health Conference on Records and Statistics.) [Prepared in cooperation 
with Community Profile Data Center, Community Health Service. Is- 
sued with perforations.] * Paper, $2.75. @ Item 509 
L.C. card 72-603035 HB 20.2208 : © 73 
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Vital and health statistics: Series 11, Data from national health survey. 


15241 116. Intellectual maturity of children. demographic and socioeconomic factors, 
United States [with list of references; by Dale B. Harris and Jean 
Roberts]. June 1972. iv+74 p. il. 4° ({DHEW publication (HSM) 72— 
1059; Division of Health Examination Statistics.]) [Prepared in co- 
operation with Census Bureau.] * Paper, 70c. @ Item 500—E 
L.C. card 72—120008 HE 20.2210 : 11/116 


NATIONAL CREDIT UNION ADMINISTRATION 
1325 K St. NW., Washington, DC 20256 


15242 National Credit Union Administration rules and regulations, Change 2. 
June 1972. [12] p. 4° [Issued in looseleaf form.] ‘* Paper, $2.50 (in- 
cluding basic manual and changes for an indefinite period) ; 75c. addi- 
tional for foreign mailing. @ Item 527 NCU 1.6: R 86/ch.2 


15243 National Credit Union Administration rules and regulations, Change 4. 
Sept. 25, 1972. [1]+4 p. 4° [Issued in looseleaf form.] * Paper, $2.50 
(including basic manual and changes for an indefinite period); 75c. 
additional for foreign mailing. @ Item 527 NCU 1.6: R 86/ch.4 


NATIONAL ENDOWMENT FOR THE ARTS, National Foundation on 
the Arts and the Humanities, Washington, DC 20506 


National Endowment for the Arts, National Council on the Arts, our pro- 
grams. [May 1972.] cover title, [10]-+83 p. il. 4° [Text on p. 3 of cover.] 
* Paper, $1.00. @ Item 831-B-2 NF 2.2: P 94/4/9772 


NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 


Technician pergzonnel pamphlet. 

909. National Guard technicians: Program guide for pre-retirement planning 
{with bibliographies]. [Sept. 8, 1972.] cover title, 16 p. 4° [Issued with 
perforations.] t @ Item 358 D12.8/2: 909 

What every veteran should know about Army National Guard try one pro- 


gram. [June 1972.] [6] p. il. (INGB 59-72]) + © Item 356 
D12.2: Ar 5/4 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION, 
Transportation Dept., Washington, DC 20591 


Autumobile safety belt fact book [with list of references]. Jan. 1972. iii 
+35 p. 4° [Text on p. 2 of cover.] * Paper, 25c. (S/N 5003-0068). 
@ Item 982-D-1 TD 8.2: Au8 


Federal motor vehicle safety standards and regulations, supp. 24, Aug. 2, 
1972. [1972.] [8] p. 4° [Issued in looseleaf form.] * Paper, $8.00 (in- 
cluding basic manual and supplemental material for an indefinite pe- 
riod) ; $2.00 additional for foreign mailing. @ Item 982—D-3 

TD 2.206 : M 85/969-2/supp.24 


Highway safety program manual: v. 10, Traffic records [with list of refer- 
ences]. Jan. 1969. cover title, [92] p. 4° [Issued with perforations.] ft 
TD 2.208 : Sa 1/v.10 


Manual for selective traffic enforcement program for alcohol-related motor 
vehicle crashes. July 1972. [3]+-iii+43 p. il. 4° ({DOT HS-820 209] ; 
Traffic safety programs, Office of Alcohol Countermeasures.) * Paper, 
50c. (S/N 5003-00082). @ Item 982-D-3 TD 8.8: Al1/3 


Multidiseiplinary accident investigation, DOT HS (series). Paper, each, 
$3.00. TD 8.11 : (nos.) 


*For Sale by Superintendent of Documents 
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15251 600-732. Case no. HOU-—26, automobile/pedestrian collision; [prepared by Uni- 
Se ad of Houston, Houston, Tex. Jan. 1972. cover title, t1i+30 p. 
° 


15252 600-740. Case 7157, MV-ran off roaaway-fixed object impact. Oct. 1971. cover 
title, ili+37 p. il. 4° [Prepared by Southwest Research Institute, 
San Antonio, Tex.] 
15253 600-765. Case no. 7142, MV/MV-rear-end collision; prepared by Southwest Re- 
gg Institute, San Antonio, Tex. Oct. 1971. cover title, iii+46 p. 
o 


15254 600-784. Case B.U. 69-14, Parked car/fire; [by Robert Chase, George G. Kats«s, 
and Gordon Parry, Boston University, Boston, Mass.]. Nov. 1970. 
cover title, ili+20 p. il. 4° [Contract no. FH 116795.] 
15255 600-786. Case HOU-2, Multidisciplinary accident hee — gant: prepared by Uni- 
versity of Houston, ouston, Tex. Sept. 1971. cover title, iii+38 
p. il. 4° [Contract no, DOT—HS—087-1-117.] 
15256 Read before driving. [Revised May 1972.] [1972.] 8 p. il. small 4° * Paper, 
15¢e. (S/N 5003-0067). @ Item 982—D-1 TD 8.2: D 83/972 


15257 Standards, Federal motor vehicle, safety standards. Revised June 1972. 
[1972.] 19 p. oblong 48° * Paper, 15c. @ Item 982—D-3 
TD 8.6: M 85/972 


NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS DISEASES, 
Health, Education, and Welfare Iept. 
Bethesda, MD 20014 


Allergy research, introduction. 1972. 36 p. il. oblong 24° (DHEW publica- 
tion (NIH) 72-281.) * Paper, 40c. (S/N 1744-0006). @ Item 505—-A-1 
HE 20.3252: Al 5 


NATIONAL INSTITUTE OF MENTAL HEALTH, Health, 
Education, and Welfare Dept. 
Chevy Chase, MD 20015 


15259 Introducing social seminar: Drugs, education and society. [1972.] [6] p. il. 
narrow 8° ({DHEW publication (HSM) 72-9125.]) [Produced in co- 
operation with U.S. Office of Education and Special Action Office for 
Drug Use Prevention, White House.]  {~ @ Item 507—B-10 

HW 20.2408/2: D 84/4 


Social seminar: What will happen if, programmed instruction course on 
drugs and their effects. [1972.] cover title, 51 p. il. oblong 12° ([DHEW 
publication (HSM) 72-9134.]) [Prepared under contract HSM-42-70— 
142 by Creative Studies, Inc., Boston, Mass. Text on p. 2 of cover.] 
* Paper, 55c. (S/N 1724-0233). @ Item 507—B-10 

HE 20.2408/2 : D 84/3 


Mental health statistics: Series C. Methodology report. ([National Clear- 
inghouse for Mental Healtk Information. ] ) 

4. Met:i.od for measuring continuity of care in community mental health center 
{with list of references ; by] Rosalyn D. Bass. 1972. v+59 p.il. 4° ({[DHEW 
publication (HSM) 72—9109.]) * Paper, 65c. (S/N 1724-0218). @ Item 
491-A HB 20.2415: C/4 

Schizophrenia bulletin [with bibliographies and abstracts], issue 5, spring 

1972. [1972.] cover title, 128 p. 4° ([{DHEW publication (HSM) 72- 

9104.]) [Prepared jointly by Center for Studies o* Schizophrenia and 

Office of Communications. Text on p. 3 of cover.] * Paper, $1.25 (S/N 

1724-0204). @ Item 507-B-7 HE 20.2414: 5 


Statistical notes. (Office of Program Planning and Evaluation, Biometry 

Branch, Survey and Reports Section.) ~ @ Item 507-B-12 
HE 20.2424 : (nos. ) 
65. Source of funds, federally funded community mental health centers, 1970; 
[by] Carl A. Taube. July 1972. 6 p. ((IDHEW publication (HSM) 72-9012.]) 
66. Discontinuations per 100 average resident poten, inpatient services of State 
mental hospitals, by age and diagnosis, 9 selected States, 1969; [by] 
_— W. Redick. June 1972. ({DHEW publication (HSM) 72-9012.]) 

Dp. 
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eee INSTITUTE OF NEUROLOGICAL DISEASES AND 
ROKE, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


15265 Shingles (herpes zoster) hope through research; [prepared by Informa- 
tion Office]. [Revised 1972.] [1972.] 7 p. il. narrow 8° ([DHEW pub- 
lication (NIH) 72-307; Public Health Service publication 1308.]) 
* Paper, $5.50 per 100; single copy, 10c. (S/N 1749-0027). @ Item 
507-L-2 BE 20.3502 : Sh 6 


NATIONAL INSTITUTES OF HEALTH, Health 
Education, and Welfare Dept. 
Bethesda, MD 20014 


Clinical Center, current clinical studies and patient referral procedures. 
Revised Aug. 1972. [1972.] iv+69 p. narrow 8° (Clinical Center, 
Bethesda, Md.) ¢ @ Item 507—A-22 HE 20.3010 : 972-2 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


15267 The NLRB, what it is, what it does, [1972.] [6] p. narrow 8° * Paper, 10c. 
(S/N 3100-0096). @ Item 827 LR1.2: N 21/4 


NATIONAL MEDIATION BOARD 
Washington, DC 20572 


15268 Railway labor act, being act to provide for prompt disposition of disputes 
between carriers and their employees and for other purposes (U.S. Code, 
title 45, chap. 8). [1970.] 30 p. * Paper, 20c. NMB 1.5: R 13/966 


NATIONAL OCEAN SURVEY, Commerce Dept. 
Washington, DC 20235 


15269 Great Lakes pilot, 1972, Supp. 8, July 1972, corrections and additions to 
1972 Great Lakes pilot. [1972.] [2] p.+14 leaves. (Lake Survey Center. ) 
[Bearings are true and distances are expressed in statute miles. Supple- 
ments information given upon charts published by Lake Survey Center. ] 
+ Lake Survey Center, 630 Federal Building, Detroit, MT 48226 

C 55.420 : 972/supp.3 

15270 National Geodetic Survey, horizontal control as applied to local surveying 
needs [with bibliography]; by Joseph F. Dracup and Carl F. Kelley. 
Aug. 1972. cover title, [1]-+118 p. il. 4° [Preprint.] + © Item 192 

C 55.402 : H 78/preprint 

15271 Tidal current tables, 1978, Atlantic Coast of North America. 1972. 200 p. il. 
6 pl. [Includes list of publications relating to tides and tidal currents. ] 
+ Paper, $2.00. @ Item 190 C 55.425 : 973 


Tide tables, high and low water predictions, 1973: Central and western 
Pacific Ocean and Indian Ocean. 1972. 386 p. il. 4° [Index map of tide 
tables on p. 2 of cover. Astronomical data on p. 3 of cover. Includes list 
of publications related to tides and tidal currents.] + Paper, $2.00. 
@ Item 196 C 55.421/4 : 973 


—— Europe and west coast of Africa, including Mediterranean Sea. 1972. 
209 p. il. [Index map of tide tables coverage on p. 2 of cover. Includes 
list of publications relating to tides and tidal currents.] 7+ Paper, $2.00. 
@ Item 198 C 55.421/3 : 973 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


15274 Clouds [chart]. [1972.] [2] p. il. oblong large 8°, folded into large 8° size. 
({[NOAA/PA 71012.]) [Some illustrations are colored. Contains copy- 
right material.] * Paper, 25c. @ Item 250-H-2 C 55.2: C 62 
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NOAA technical memorandum. (Hnvironmental Research Laboratories, 
National Severe Storms Laboratory, Norman, Okla.) 


ERL NSSL-58. Thermal structure of lowest half kilometer in central Oklahoma, 
Dec. 9, 1966—May 31, 1967 [with list ef references; by] 
R. Craig Goff, Horace R. Hudson. July 1972. viii+53 p. il. 4° 
® Paper, $3. 00. C 55.13/2: BRL NSSL_ 58 


NOAA technical memorandum. (Environmental Research Laboratories, 

National Hurricane Research Laboratory, Coral Gables, Fla.) 
ERL NHRL-—94. Development of asymmetries in 3-dimensional numerical model 
of tropical cyclone [with list of references; by] Richard A. 


Anthes. Dec. 1971. iii+55 p. il. 4° & Paper, $3.00. 
C 55.13/2: ERL NHRL-94 


NOAA technical memorandum. (National Weather Service.) 


NWS FCST-18. Long-term verification trends of forecasts by National Weather 
Service [with list of references; by] Duane S. Cooley and 
Robert G. Deroulin. Silver Spring, Md., May 1972. iii+11p il. 
4° (Office of Meteorological Operations, Weather Analysis and 
Prediction Division.) Paper, $3.00. 
C 55.13/2: NWS FCST-18 


NOAA technical report. (Environmental Research Laboratories, Boulder, 
Colo. ) 
L.C. card 72-602855 


ERL 228-AOML 7-2. Sea surface topography from space: v. 2, Proceedings of 
conference sponsored jointly by National Oceanic and 
Atmospheric Administration, National Aeronautics and 
Space Administration, and United States Navy, Key Bis- 
cayne, Fla., Oct. 6-8, 1971 [with lists of references] ; 
John R. Apel, editor. May 1972. [150] p. il. 4° (Atlantic 
Oceanographic and Metecrological Laboratories.) * Paper, 
$1.25. @ Item 208-B-7 C 55.13 : ERL 228—AOML 7-2 


NOAA technical report. (National Environmental Satellite Service.) 
@ Item 208-B-7 C 55.13 : NESS (nos.) 
NESS 59. Temperature sounding from satellites [with list of references; by] 
8S. Fritz [and others]. July 1972. iv+49 p. il. 4° * Paper, 55c. 

NESS 60. Satellite measurements of aerosol backscattered radiation Nimbus F 
Earth radiation budget experiment [with list of references; by] 
H. Jacobowitz, W. L. Smith, and A. J. Drummond. Aag. 1972. iii+9 
p. il. 4° * Paper, 25c. 


NOAA technical report. (National Ocean Survey.) 
NOS 46. Pacific SEAMAP 1961-70 data foe area 15530—10, longitude 155° W to 
165° W, latitude 30° N to 36°_N, bathymetry, magnetics, = wer! 
[with list of references; by] J. x Dowling [and others]. Jan. 197 
iv-+253 p. il. map in pocket, 4° * Paper, $3.50 (oy 0317- 0072). 
@ Item 208-B-7 C 55.13: NOS 46 
On detectability of fog, cloud, rain and snow by acoustic echo-sounding 
methods [with list of references; by] C. Gordon Little. [1972.] [1]+27 
leaves, 3 pl. 4° ¢ C 55.2: F 68 


Summary and outline of outstanding problems, paper [by] George C. Reid, 
Aeronomy Laboratory, NCAA Environmental Laboratories, Boulder, 
Colo., presented at COSPAR symposium on D- and E- region ion chem- 
istry, University of Illinois, July 6-8, 1971. [1971.] 9 leaves, 4° { 

C 55.614: R 27 


NATIONAL OCEANOGRAPHIC INSTRUMENTATION CENTER, 
Commerce Dept., Washington, DC 20390 


Instrument fact sheet IFS (series). 
72006. [Index to National Oceanographic Instrumentation Center Fact sheets]. 
June 1972. [1] +8 p. il. 4° [Issued with perforations.] eure - T0008 


NATIONAL PARK wong ee Interior Dept. 
Washington, DC 20242 


15285 Antietam National Battlefield Site, Md. [Revised 1972.] [1972.] [2] p. il. 4° 


folded into narrow 24° size. ¢ @ Item 650 I 29.21: An 8/7/972 
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> Bighorn Canyon National Recreation Area, Mont.-Wyo. [Revised 1972.] 
[1972.] [10] p. il. narrow 8° * Paper, 10c. @ Item 654 

I 29.39 : B 48/972 

15287 Biscayne National Monument, Fla. [1972.] [2] p. il. oblong large 8° 

folded into narrow 24° size. + @ Item 650 I 29.21: B 54/972 


15288 Chaco Canyon National Monument, N. Mex. [Revised May, 1972.] [1972.] 
[8] p. il. narrow 8° * Paper, 10c. @ Item 650 I 29.21 : C 34/972 


15289 Franklin’s house, historic structures report, Independence N.H.P., Pa., 

Historical Data Section; by John Platt. Nov. 29, 1969. [1]+vi+132 p. 

37 p. of pl. 4° (Division of History, Office of Archeology and Historic 
Preservation. ) 

L.C. card 72-602945 I 29.2: F 85/2 

Jewel Cave National Monument, S. Dak. [Apr. 1972.] 2 p. il. oblong large 

8° folded into narrow 24° size + @ Item 650 I 29.21: J 54/3/9772 


Lincoln Home National Historic Site, Ill. [1972.] [2] p. il. 4° folded into 
narrow 24° size. + @ Item 650 I 29.21 : L 63/6 


Master plan: Proposed Puukohola Heiau National Historic Site, Hawaii 
[with bibliography]. [1972.] cover title, [4]-+21 p.il.4° ¢ 
L.C. card 72-603040 I 29.9/2: P 99 
15293 Road past Kennesaw, Atlanta campaign of 1964; [by] Richard M. McMurry, 
foreword by Bell I. Wiley. 1972. [5]+iv-+[2]+72 p. il. (Office of Pub- 
lications.) [Includes list for further reading.] * Paper, $1.00 (S/N 
2405-0288). @ Item 648 
L.C. ecard 72-602949 I 29.2: K 39 
Timpanogos Cave National Monument, Utah. [May 1972.] [2] p. il. 4° 
folded into 24° size. + @ Item 650 I 29.21: T 48/4/9772 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


© Research and development in industry, 1970, funds, 1970, scientists and 
engineers, Jan. 1971; [prepared by Marian Mieremet and others]. [Apr. 
1972.] v-+110 p. il. oblong 8° (NSIF72-309; Surveys of Science Resources 
series.) [Prepared in cooperation with Census Bureau.] * Paper, $1.00 
(S/N 3800-0120). @ Item 834-T NS 1.22: In 2/970 


NATIONAL TECHNICAL INFORMATION SERVICE, Commerce 
Dept., Springfield, VA 22151 


1970 census of housing, microfiche final reports, series HC(S1): Report 1, 
Summary housing characteristics for U.S., regions, a. and States 
1970 ; Report 2, General housing characteristics for U.8., by metropolitan 
and urban- rural residence, 1970 [announcement and order form]. [Apr. 
1972.] [3] p. il. narrow 8° ([{Form BC—2237.])  f¢ ©51.11: H 81/9704 


1970 census of population, microfiche final reports, series PC(S1) : Report 
9, Population of places of 10,000 or more by ward, 1970 [announcement 


and order form]. [Mar. 1972.] [3] p. narrow 8° ([Form BC—2229]) 7 
C 51.11: P 81/970-11 


NTIS information services. [Aug. 1972.] cover title, 32 p. il. narrow 8° 
[Published semiannually.] f¢ C 61.2: N 21t/972 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation 
Dept., Washington, DC 20590 


Aircraft accident report NTSB—-AAR (series). & Paper, $20.00 a yr.; 
$5.09 additional for foreign mailing ; single copy, $3.00. 


15299 72-19. Apache Airlines, Inc., DeHavilland DH—104-7AXC, N4922V, Psy i 
Ariz., May 6, 1971; adopted June 1, 1972. [1972.] iv+10 ee tar 
425; file 23-0088. ) Errata, a Bs, issued also.] 112: 19 
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15300 Important task of saving lives, address by John H. Reed, Chairman Na- 
tional Transportation Safety Board, before Munitions Carriers Con- 
ference, Inec., American Trucking Associations, Washington, D.C., 
May 11, 1972. [1972.] [1]+10 p. 4° ft TD 1.110: R 25/31 


NTSB-AAS (series). 


72-5. Study of U.S. air carrier accidents, 1964-69; adopted, May 10, 1972. 
{1972.] [406] p. il. 4° ([{Bureau of Aviation Safety. J), Mercy with 
perforations.] f 121: 72-5 


Pipeline accident report, NTSB-—PAR (series). 

15302 71-2. Colonial ae Company petroleum products pipeline, Jacksonville, Md., 
Sept. 3, 1970; adopted Dec. 8, 1971. [1972.] vii+35 p. il. 4° (SS—P-5.) 

fo 4 $3. 00. TD 1.118: 71-2 

15303 Remarks by John H. Reed, Chairman, National Transportation Safety 
Board, before Joint Meeting of Central Railway Club of Buffalo and 
Rochester Railroad Association of Batavia, Retso2, New York, Mar. 23, 

1972. 1972. [1]+7p.4° ft TD 1.110: R 25/30 


Special study, report NTSB-(series). 


15304 HSS-72-1. — use as highway safety problem [with list of references] ; 
adopted Apr. 5, 1972. [1972.] iii+17 p. il. 4° 
TD 1.120: HSS-—72-1 


NAVAL EL™CTRONIC a COMMAND 
Washi vroth DC 


15305 Naval shore electronics criteria, digital computer systems, v. 2 of 2 [with 
list of references]. Mar. 1972. [281] p. il. 4° (NAVELEX 0101.115: 
FSN 0280-901.3000.) [Issued with perforations.] * Paper, $3.25 (S/N 
0859-0010). @ Item 414-A D 219.8: El 2/7/v.2 


NAVAL PERSONNEL BUREAU, Pefense Dept. 
Washington, DC 20390 


15306 Register of commissioned and warrant officers of United States Navy and 
reserve officers on active duty, Dec. 31, 1971. [1972.] cover title, xvi+ 
[2]+1046 p. 4° (NAVPERS 15,018.) [Also issued as H. doc. 220, 92d 

Cong., 2d sess.] * Paper, $6.75 (S/N 0847-0149). @ Item 405 
D 208.12 : 971 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


ACR (series). 


15307 179. 8th symposium, naval hydrodynamics: Hydrodynamics in ocean environ- 
ment, sponsered by Office of Naval Research, Naval Undersea Research and 
Development Center, and California Institute of Technology, Aug. 24—28, 
1970 [ Pasadena, Calif., with lists of references] ; Milton S. Plesset, T. Yao- 
Tsu Wu, Stanley W. Doroff, editors. [1972.] xx-+1185 p. il. [Rome, Italy, 
appears on title page erroneously.] * Cloth, $10.00 nae 0851-0056). 
@ Item 407-D 210.15 : ACR-179 


1971 review, Naval Research Laboratory. [1972.] cover title, viii+247 p. il. 


4° [Includes list of contributions to science and technology. Organiza- 
tion chart on p. 2 of cover.] ¢f D 210.17/2 : 971 


NAVAL TECHNICAL TRAINING COMMAND, Naval Air Station, 
Memphis (75), Millington, TN 38054 


Nots.—The Naval Technical Training Command was established Aug. 1, 1971, 
and operates under the direction of Chief of Naval Operations. 


Modular individualized learning for electronics training, MIL (series). 
(A-100-0012, A-100-0013; TPD-D1.) t{ © Item 404 
D 207.109 : (nos. ) 
3-2. Transistor am posers, single source biasing, narrative guide. July 1972. cover 
title, 27 p. 4° (Na TRA 39973—5.) [Issued with ey 


3-2. Transistor am siifers| eae °Erce biasing, student guide. July 1972. cover 
title, 36 p. il. 4° (NAV A 39973-4.) [issued with perforations. ] 
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Modular individualized learning for electronics training, MIL (series)— 
Continued 


15311 8-4. Transistor amplifiers; coupling circuits, student guide. July 1972. cover 
title, 38 p. il. 4¢ (NAVTRA 39973— 10.} [Issued with perforations. ] 

15312 3—4, Transistor amplifiers; coupling circuits, training text. July 1972. cover 
title, 50 p. il. 4° (NAVTRA 39973-11. ) [Issued with perforations. | 

15313 4-2. Electron tube circuitry ; triodes, student guide. July 1972. cover title, 32 
p.il.4° (NAVTRA 399743. ) [Issued with perforations. ] 

15314 4-3, mere tube et triode a and troubleshooting, job sheet 

4—3-1J. July 1972. cover title, i+26 p. il. 4° (NAVTRA 39974-10.) 
[Issued with perforations. ] 

15815 . Electron tube circuitry ; triode amplifiers and troubleshooting, student guide. 
July 1972. cover title, 36 p. il. 4° (NAVTRA 39974-8.) [Issued with 
perforations. ] 

15316 . Electron tube circuitry, tetrode and pentode tubes and amplifiers, student 
guide. July 1972. cover title, 25 p. il. 4° (NAVTRA 39974-11.) [Issued 
with perforations. ] 

15317 . Electron tube circuitry; electronic voltage regulation, narrative text. July 
pak At title, 59 p. il. 4° (NAVTRA 39974—-17.) [Issued with per- 

orations. 


15318 Servicing techniques for transistorized and printed circuits. June 1972. 
cover title, v-+70 p. il. 4° ({NAVTRA 38001; Instructional Standards 
and Materials Division.]) t @ Item 403-A D 207.108 : C 49 


NAVAL TRAINING COLIMAND, Naval Air Station 
Pensacola, FL 32508 


NotTe.—The Naval Training Command was established July 1, 1972, and operates 
under the direction of Chief of Naval Operations. : 


Rate training manuals. @ Item 404 
15319 Dental technician 1 & C [prepared by Training Publications Division, Naval 
Personnel Program Support Activity]. [1st edition 1972.] [1972.] cover title, 
iii+282 p. il. 4° (NAVTRA 10683.) * Paper, $2.00. 
L.C. card 72-602882 D 207.208/2 : D 43 
320 Illustrator draftsman 3 & 2; [prepared by Training Publications Division, Naval 
Personnel Program SUpport Activity]. [Revised 1972.] [1972.] cover title, 
v+4U7 p. il 4° VTRA 10469-A.) [Some illustrations are colored.] 
* Paper, $3.25 
L.C. card 72603185 D 207.208/2: I19 
15321 Quartermaster 1 & C; [prepared by Training Publications Division, Naval Per- 


sonnel Program Support ractee I [Original edition 1949, revised 1972.] 
[1972.] cover title iit} 195 + {1]) p. 1.49 ¢ 
L.C. card 72-602913 D 207.208/2:Q2 


NAVY DEPARTMENT, Defense Dept. 
Washington, DC 20350 


15322 Department of Navy RDT&E management guide: pt. 1, System description ; 
[pt. 2, References with master reference list]. July 1, 1972. cover titles, 
[266] p. il. 4° (NAVSO P-2457 (Rev. 7-72).) [Issued with perfora- 
tions.] * Paper, $2.50 (S/N 0840-00057). @ Item 370-A 
D 201.6/12: M 31/972 


15323 Financial management of resources, [Departmental and field activities]. 
July 1972. [254] p. 4° (NAVSO P-3006; Office of Comptroller.) [Issued 

with nerforations. Supersedes issue of Mar. 1970.] t @ Item 370-A 
D 201.6/12: F 49 


GCCUPATIONAL SAFETY AND HEALTH APMINISTRATION, 
Labor Dept., Washington, DC 20210 


Note.—The Occupational Safety and Health Administration was established 
within the Department of Labor by Public law 91-596, approved Apr. 28, 1971. 

15324 Principles and techniques of mechanical guarding. Revised May 1972. 

[1972.] v+58 p. il. 4° (OSHA 2057.) * Paper, 60c. (S/N 2915-00026). 

@ Item 764-D L 35.8: M 46 


OIL AND GAS OFFICE, Interior Dept. 
Washington, DC 20240 


Technical report. 


15325 72-1. Worldwide crude oil prices, quarterly report, fall 1971. [1972.] [13] leaves, 
ilL4o ¢ I 64.10 : 72-1 
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PATENT OFFICE, Commerce Dept. 
Washington, DC 20231 


15326 Hngineers/scientists, Patent Office. [1972.] cover title, [20] p. il. 4° ¢ 
@ Item 254 C 21.2: Hn3 


15327 Manual of patent examining procedure, 3d edition Nov. 1961, revision 33. 
July 1972. [69] p. 4° [Issued in looseleaf form.] * Paper, $11.00 (in- 
cluding basic manual and supplementary material for an indefinite 
period) ; $2.50 additional for foreign mailing. @ Item 259 

C 21.15 : 961/rev.notice 33 


PEACE CORPS, Action 
806 Connecticut Ave. NW., Washington, DC 20525 


NotEe.—The Peace Corps functions, pownra, and responsibilities were transferred 
fom sg Ameen to ACTION by Reorganization Pian 1 of 1971, effective 
uly 1, > 


Peace Corps, 10th annual report. [1971.] 89 p. il. + AA 4,1: 971 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


15329 About jobs and mentally retarded people. [1972.] v+38 p. (President’s 
Committee on Employment of the Handicapped.) + President’s Com- 
mittee on Employment of the Handicapped, 7131 Department of Labor 
Building, Washington, D.C. 20210 @ Item 766-—C Prbx 1.10: J 57 


15330 Activity centers for retarded adults. June 1972. [1]+ii+36 p.4° (DHEW 
publication (OS) 72-48; President’s Committee on Mental Retardation.) 
+ President’s Committee on Mental Retardation, Washington, DC 20201 
L.C. card 72-602705 Pr 36.8: M 52/Ac 8 


PRISONS BUREAU, Justice Dept. 
Washington, DC 20537 


15331 National prisoner statistics ; State prisoners, admissions and releases, 1970. 
[1972.] [4]+81 p. 4° f¢ J 16.23/2 : 970 


PUBLiC DOCUMENTS DEPARTMENT, Government Printing Office 
Washington, DC 20402 


Price list PL (series). 


36. Government periodicals and subscription services; Aug. 1972. 147th edition. 
[1972.] [2]+39 p. t @ Item 554 GP 3.9 : 36/147 


PUBLIC HEALTH SERVICE, Health, Educzticn, and 
Welfare Dept., Washington, DC 20201 


15333 Annotated bibliography on effects of irrigation practices on stream water 
quality with emphasis on salinity and pesticides. Nov. 1963. [3]+37 
leaves, 4° (PR-12; Bureau of State Services, Division of Water Sup- 
ply and Pollution Control, Region 8, Colorado River Basin Water Quality 
Control Project.) t FS 2.24: Ir7 


15334 Industrial water vse; by Willis G. Eichberger. [Feb. 1965.] [138] p. map, 4° 
(Division of Water Supply and Pollution Control.) + FS 2.2: W 29/66 


15335 Nation and its water resources. [1962.] [10]+167 p. 4° ([Division of 
Water Supply and Pollution Control.]) tf FS 2.2: W 29/65 


15336 Pollution of interstate waters, Missouri River, Kansas City metropolitan 
area, transcript of conference, Kansas City, Mo., Dec. 3, 1957. [1957.] 
cover title, 78+-5+-[2] p. il. 4° ft HB 20.2: M 69 0/10 
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Robert A. Taft Sanitary Engineering Center: Technical report. 


15337 W 60-5. Waste disposal aspects of potential ap eg in western Colorado [with 
bibliography ; by] H. R. Pahren and W. W. Towne. Apr. 1960. vili+16 


‘3 ay [Prepared in cooperation with Agriculture Department, 
‘ores 


Service, Colorado Department of Public Health, Colorado De- 

partment of Employment, esources and Community Development, 

Colorado Game and Fish Department, Colorado Water Conservation 

Board. Errata, 1 p. ne. 8° also issued.]  ¢ Director, Robert A. 

Taft Sanitary thagineering enter, Cincinnati, Ohio. FS 2.92: W 60-5 

15338 Transcript of conference on pollution of interstate ‘waters of Mississippi 
River, Iowa-Illinois, Clinton, Iowa, Mar. 8, 1962. [Kansas City, 1962.] 

cover title, [142] p. il. 4° ft HE 20.2: M 69i/3 


15339 Water supply and water quality control study, Meramec River basin, Mc., 
{study of needs and value of storage for municipal and industrial water 
supply and water quality control]. Dec. 1964. [83] leaves, il. 4° (Region 
6, Kansas City, Mo.) [Prepared for Army Department, Army Engineer 
District, St. Louis, Mo.] ¢ HEE 20.2: M 53/2 


RAILROAD SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Railroad accident investigation: Reports. + TD 3.110: (nos. ) 
15340 4176. Reading Company, Central Railroad a peg of New Jersey, Langhorne, 
Pa., Oct. 9, 1970, Hrrata. Mar. 14, 1972. 1 p. 4° 
15341 4179. Southern Pacific Transportation C 
[Mar. 17, 1972.] [3]+17 p. il. 
Railroad accident investigation: Summary report. 


15342 16. Penn Central Transportation Company, New York, N.Y., July 7, 1971. 
(Mar. 15, 1972.] 7 p. il. 4° f¢ TD 3.110/2: 16 


RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


ompany, Truckee, Calif., Apr. 22, 1971. 


15343 Active names of bureau projects and major structures, arranged by Bureau 
regional areas and including loan program section. May 1972. cover 
title, [245] p. 4° (Hngineering and Research Center, Denver, Colo.) 
[Reclamation instructions par. 352.1.3-supplement 1. Margin index on 
p. 1 of cover. Issued with perforations.] { I 27.2: P 94/15/9772 


15344 Application of operations research methods for USBR pipe distribution 
systems [with list of references] ; by R. A. Simonds and L. A. Kinney, jr. 
1972. cover title, 27 p. il. 4° (Hngineering and Research Center.) [Paper 
for presentation at ASCE National Water Resources Engineering Meet- 
ing at Atlanta, Ga., Jan. 1972.] ¢ 1 27.2: P 66/2 


15345 Irrigation operation and maintenance cost trends. Denver, Colo., July 1971. 
cover title, [2]-+-3-+[6] leaves, il. 4° (Engineering and Research Center, 

™ Division of Water Operation.) [Abstract cardsinserted.] {f 
127.2: Ir 7/17 


15346 Planning of projects for development of water resources, seminar papers, 
Rio de Janeiro, Brazil, 1958. Revised 1971. [1972.] cover title, [471] p. 
il. 4° (Engineering and Research Center, Division of Planning Co- 
ordination, Denver, Colo.) ft 1 27.2: W 29/13 


Power O. and M. report, field review of maintenance. (Division of Power 
Operation and Maintenance, Engineering and Research Center, Denver, 
Colo.) 1 27.45/2: Y 1/2 
15347 Jlectrical equipment, Yakima project, Hungry Horse project, Grand Coulee Dam 
Operations Office, environment, region 1; [by D. J. Voekler]. June 1971. cover 

title, 10 p. 1 pl. 4° 
REC-ERC [Reclamation Bureau, Engineering and Research Center] 
(series). Paper, each, $3.00 I 27.60 : (nos. ) 


153848 72-4. Laboratory tests to study drainage from sloping land; by Hugene R. 
Zeigler. Jan. 1972. [2]+iii-+61+[4] p. il. 4° (Hydraulics ranch, 
Division of General Research.) [Text on p. 2 of cover.] 
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15349 72-10. “iota: Bel a materials [with bibliography] Hey topical report, Jan. 
, Dikeos and others], edited by L. E. Kukacka and 


Basar 1972 ] [3] +vii+114+4 [4] p. il. 4° (Division of 
, 2 Research.) [Pre — in cooperation with Radiation Division, 
Department of Applied Science, Brookhaven National Laboratory, ‘As- 
sociated Universities, Inc., Upton, N.Y. for Division of Applied Tech- 
nology, Atomic Energy Commission, Duress of Reclamation, and Office 
of Saline Water, Interior Department. Text on p. 2 of cover. Issued 
by Atomic Energy Commission as R&D report BNL 50328. ] 

7. Ecological impact of water resource development, technical session of 
symposium, Water, man. and nature [with lists of literature cited] ; 
coordinated by D. A. Hoffman. June 1972. [5]+28+ [2] p. il. 4° 
(Applied Sciences Branch, Diviison of General Research.) 

L.C. card 72—603188 
15351 Social feasibility of Pa Mong irrigation, requirements and realities [with 
bibliography]; by Jasper Ingersoll. July 1969. cover title, [11]+246 
+[3] p. il. 7 pl. 4° [Report to Bureau of Reclamation, Department of 
Interior and Agency for International Development, Department of 
State.] ¢ 
L.C. card 72-602947 I 27.2: P 19/5 


15352 Use of water on Federal irrigation projects: Water use research study, 

Boulder Canyon project, All-American Canal System, Coachella Division, 

Calif., combined annual detailed report for 1966, 1967, 1968, and 1969, 

app. A. Sept. 1971. cover title, [1]+ii+102 p. il. 4° (Region 3, Boulder 

City, Nev., Southern California Development Office.) [Prepared in co- 
operation with Coachella Valley County Water District.] { 

I 27.2: B 66/16/966-69/app.A 


15353 Use of water on Federal irrigation projects: Water use research study, 

Boulder Canyon Project, All-American Canal system, Coachella Division, 

Calif.; combined annual detailed report for 1966, 1967, 1968, and 1969, 

app. B. Sept. 1971. cover title, [1]-+v+338 p. il. 4° (Region 3, Boulder 

City, Nev., Southern California Development Office.) [Prepared in co- 
operation with Coachella Valley County Water District.] { 

I 27.2: B 66/16/966-69/app.B 


REHABILITATION SERVICES ADMINISTRATION, Health, 
Education, and Welfare Dept., Washington, DC 20201 


15354 Characteristics of clients rehabilitated in fiscal years 1966-70, Federal- 
State vocational rehabilitation program; prepared by Division of Mon- 
itoring and Program Analysis, Statistical Analysis and Systems Branch. 
[1972.] iv+38 p. il. oblong 12° (DHEW publication (SRS) 72-25402.) 
t HE 17.102: R 26/966-70 


153544 Vocational rehabilitation of deaf people, report of workshop on rehabilita- 
tion casework standards for the deaf, St. Louis, Mo., May 23-27, spon- 
sored by Institute for Research on Exceptional Children [with list of 
references]; Stephen P. Quigley, editor. [1972.] x+133 p. ((SRS) 72- 
25037.) [Supported in part by training grant VRA 66-42 from Voca- 
tional Rehabilitation Administration.] {+ @ Item 529 
L.C. card 72-603153 HB 17.102 : D 84/3 


RURAL ELECTRIFICATION ADMINISTRATION, 
Agriculture Dept., Washington, DC 20250 


15355 List of materials acceptable for use on systems of RHA electrification bor- 
rowers. July 1972. cover title, [805] p. il. 4° (REA bulletin 43-5.) 
[Issued in looseleaf form.] * Paper, $5.00 (including basic manual and 
one semiannual supplement); $1.50 additional for foreign mailing. 
@ Item 116-A A 68.6/2 : 972 


RBA bulletins. A 68.8 : (nos.) 


15356 43-5. See above, List of materials acceptable for use on systems of RHA elec- 
trification borrowers. 
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RBA bulletins—Continued 
15857 161-1. Interruption reporting and service continuity standards for electric dis- 
tribution systems [with list of references]. Mar. 1972. cover title, [1] 
+19 p. 4° [Foreword aD 2.of cover. Page 19 is printed on p. 8 of 
cover. Issued with perforations.] ft 


15358 161-5. System o tion and maintenance, review and evaluation. Dec. 1971. 
cover —_ [2]+23 p. il. 4° [Page 23 is printed on p. 8 of cover. 
Issued with perforations.] f 


15359 161-19. Guide for electric service on 3-phase motor installations. Apr. 1972. cover 
, [1] +18 P; fl. 4° [Issued with perforations. Supersedes REA 
bulletin, Sept. 1958.] +t 

15360 Semi-annual statistical summary, rural electrification program. June 1972. 
4p. 4° (Semi-annual statistical bulletin, electric program, no. 313; 
[Statistical Services Section, Statistics and Data Processing Branch, 

Management Services Division].) [Issued with perforations.] f 
A 68.18/2 : 313 


SAVINGS BONDS DIVISION, Treasury Dept. 
Washington, DC 20226 


15361 Information about series BH savings bonds. June 1972. [4] p. narrow 8° 
({SBD-1025.]) + @ Item 971 T 66.2: B 64/86/972 


15362 Information about series H savings bonds. June 1972. [4] p. narrow 8° 
({SBD-1026.]) + @ Item 971 T 66.2: B 64/43/9772 


SCIENCE AND TECHNOLOGY OFFICE, Executive Office of 
the President, Washington, DC 20506 


15863 Patterns of energy consumpticn in United States; by Stanford Research 
Institute, Menlo Park, Calif. Jan. 1972. [235] p. il. 4° * Paper, $2.25 
(S/N 4106-0084). @ Item 857-F-1 
L.O. card 72-6081389 Prbx 8.2: En 2/3 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


15364 Future of individual investment, address by William J. Casey, Chairman, 
Securities and Hxchange Commission, [at] Association for Advanced 


Life Underwriting, Washington, D.C., Feb. 14, 1972. [1972.] [1]+12 p. 
- ¢$ SH 1.14: C 26/4 


15365 Information on registration and regulation of broker-dealers. [Sept. 1971.] 
4p.4° ([{SHEC 5008 (9-71)]; Division of Trading and Markets.) { 
SE 1.2: B 78/2/971 


15366 Keynote for SHC speaks, address by William J. Casey, Chairman, Securi- 
ties and Exchange Commission, [at] Practicing Law Institute, Wash- 
ington, D.O., Feb. 18, 1972. [1972.] [1]+15 p. t SH 1.14: C 26/3 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


15367 A quiet kind of success, SBA 1971 annual report, v. 2. [1972.] ii+162 p. 4° 
* Paper, $1.50. @ Item 901-A SBA 1.1: 971/v.2 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Smithsonian contributions to paleobiology. 


15868 10. Tertiary and mesozoic echinoids of Saudi Arabia [with list of literature 
cited; by] Porter M. Kier. 1972. iii+242 p. il. 4° * Paper, $3.00 (S/N 
4700-0178). @ Item 910-G SI 1.30: 10 


15369 [This entry number not used.] 
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SOCIAL SECURITY ADMINISTRATION, Health, Education, 
and Welfare Dept., Washington, DC 20201 


From social security survey of the disabled, 1966 report. (Office of Re- 
search and Statistics.) 
15370 19. General egeeieeteticn of the disabled pee by Keehn H. Allan and 
Mil insky. July 1972. [2] e+ [2I Pp. sfes W pub. (SSA) 
1241718.) yo oR list of Baoorts survey of disabled 
ts.) tf HB 3.54/3:19 
Health insurance statistics: Current medicare survey report, CMS 
(series). (Office of Research and Statistics.) f HE 3.28/4: (nos. ) 
15371 20. Supplementary medical insurance, 1st wey 1971. June 16, 1972. 12+-[1] 
p. il. 4° (DHEW publication (SSA) 2~—11702.) 
15372 22. SOP SOW oa medical joeerenet, 2d quarter 1971. July 7, 1972. 6 p. 4° 
publication (SSA) 72-11702.) 
15373 23. Su peementary medical vere Ban 3d ' 1971. Aug. 25, 1972. 6 p. fl. 4° 
HBW publication (SSA) 73—11702.) 
15374 Higher social security payments. [July 1972.] [4] p. narrow 8 ([DHEW 
publication (SSA) 73-10324.]) + @ Item 516 HB 3.2: P 28, 


15375 Medical care costs and prices, background book [with list of references]. 
Jan. 1972. [1]+vi+148+[1] p. 4° (DHEW (SSA) 72-11908; Office of 
Research and Statistics.) * Paper, $1.25 (S/N 1770-0192). @ Item 516 
L.C. ecard 72—600975 HE 8.2: M 46/12 


15376 Social security bulletin: Annual statistical supplement, 1970. [1972.] cover 
title, 134 p. 4° (Office of Research and Statistics.) [Text on p. 2 of 
cover.] * Paper, $1.00. @ Item 523 HE 3.3/3 : 970 


15377 Social security, what it means to you. [July 1972.] [4]+42 p. il. (IDHEW 
publication (SSA) 72-10028.]) f HE 3.2: So 18/26 


15378 Your social security, retirement, survivors, and disability insurance, medi- 
care. [July 1972.] [1972.] 46 p. oblong 48° ([DHEW publication (SSA) 
72-10035.]) * Paper, $15.00 per 100; single copy, 20c. (S/N 1770-0193). 
@ Item 516 HB 8.2: So 18/25/972-2 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


15379 Conservation needs inventory of private and State lands, Cascade County, 
Mont. Feb. 1972. [8] p. il. 16° ¢ A 57.2: 0 26 


15380 Evaluacion de las potencialidades para desarrollos recreativos al aire libre 
en el distrito de Conservacion de Suelos, Torrecillas. Feb. 1972. [4]+38 
+[10] p. il. 4° [Prepared by El Servicio de Conservacién de Suelos 
Federal, in cooperation with Servicio de Extensién Agricola. Adminis- 
tracién de Hogares para Agricultores, Departamento de Agricultura de 
Puerto Rico, Departamento de Instruccién Ptblica.] f 

A 57.57 : T 63/2/Spanish 


15381 Great Plains conservation program in New Mexico. 1972. [6] p. il. narrow 
8° (M7—N-22385; Soil Conservation Services, New Mexico.) 
A 57.2: G 79/8 


15382 Handbook for erosion and sediment in urbanizing areas in Hawaii. 
Mar. 1972. cover title, iii;+-52+ [21] p. il. 4° (Soil Conservation Serv- 
ice, Honolulu, Hawaii.) f A 57.6/2: H21 


15383 Soil and water conservation for better America, proceedings, SCE profes- 
sional employees conference, Denver, Colo., Jan. 25-27, 1972. 1972, 

cover title, [3]+iii+-82 p. il. 4° [Some pages printed as leaves.] + 

A 57.2: So 3/36 


15384 Soil series of United States, Puerto Rico and Virgin Islands, their tax- 
onomic classification. [Aug. 1972.] cover title, 13-+-228+133+[2] p. 4° 7 
@ Item 120 A 57.2: T 19/2 
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15885 Soil survey: Canyon area, Idaho [with list of literature cited; by T. W. 
Priest and others]. July 1972. cover title, [1]+118 p. 74 p. of maps 
and tabs 4° [Prepared in cooperation with University of Idaho Col- 
lege of Agriculture, Idaho Agricultural Experiment Station. One map 
is colored.] * Paper, $4.25. @ Item i102 (Rev. 1957) 

L.C. card 72-602708 A 57.88: C16 


15386 Soil survey: Dawson, Lumpkin, and White Counties, Ga. [with list of 
literature cited; by Richard O. Akins, Gene A. Gaither, and C. L. Mc- 
Intyre]. Apr. 1972. cover title, [1]+108 p. il. 4 8pl. and maps, 1 map 
in pocket, 4° [Prepared in cooperation with Forest Service, and Uni- 
versity of Georgia, College of Agriculture, Agricultural Experiment 
Stations. Text on p. 2 of cover. Map in pocket is colored. Errata, [1] 
p. alsoissued.] * Paper, $5.75. @ Item 102 (Rev. 1957) 

L.C. card 72-603072 A 57.38 : D 32 


15387 Soil survey: DeKalb County, Tenn. [with list of literature cited; by Wil- 
liam ©. Moffitt and others]. June 1972. cover title, i+64 p. il. 51 p. of 
pl. and maps, 2 tab., 4° [Prepared in cooperation with Tennessee Agri- 
cultural Experiment Station. Text on p. 2 of cover. One map is colored.] 
* Paper, $3.50. @ Item 12 (Rev. 1957) 

L.C. card 72-602951 A 57.38: D 36 


15388 Soil survey: Lake County, Ind. [with list of literature cited; by Ival D. 
Persinger and others]. July 1972. cover title, [1]+94 p. il. 71 p. of pl. 
and maps, 4° [Prepared in cooperation with Purdue University, Agri- 
cultural Experiment Station. Text on p. 2 of cover. One map is colored.] 
* Paper, $4.25. @ Item 102 (Rev. 1957) 

L.C. card 72—603017 A 57.38: L 14/3 


Technical release. 
15389 46. Gated outlet eo earth dams [with pibtiogrephy I. June 1969. 
Gams ‘.~ y [262] p. il. 4° (Hngineering Division.) [Issued . 
orm. ] 51: 


15390 Water management on flatland in Louisiana. [Dec. 1971.] [6] p. il. narrow 
8° (Soil Conservation Service, Alexandria, La.) {f A 57.2: L 93/4 


15391 Watershed work plan for watershed protection, flood prevention, and fish 
and wildlife development Upper Castleton River Watershed, Rutland 
County, Vt. Jan. 1971. [67] p. il. 4° [Prepared by towns of Pittsford, 
West Rutland, Ira, Poultney, and Castleton, Vt., Poultney-Mettawee and 
Rutland Natural Resources Conservation Districts, Vermont Fish and 
Game Department, and Vermont Water Resources Board wivca assistance 
by Agriculture Department, Soil Conservation Service, and Forest Serv- 
ice. Dec. 1970 appears on cover. Two illustrations are colored.] +} 

A 57.2: Up6e¢ 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


Resource publication. 
15392 95. National survey of fishing and huntin 1970. [1972.] Tem 618" il. oblong 
12° [Illustrations are colored.] aper, $1.25. @I 0.66: 95 


Technical paper. 
15393 63. Berl studies on hemoflagellates Cryptobia cataractae and Cryptobia 
salmositica [with list of references] ; by Robert E. Putz. July, 1972. 25 p. 
il, 4¢ * Paper, 35c. (S/N 2410-0382). @ Item 615-A I 49.68 : 63 


STATE DEPARTMENT 
Washington, DC 20520 


Background notes. ( [Office of Media Services, Bureau of Public Affairs.]) 
[Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 

foreign mre pan nth copies, each 10c. @ Item 862-B 
15394 ae ny Sy gi any Ye reading list]. [Revised June apap. | [1972.] 
8 p. il, 4° Upbeat 8384.]) * Paper, 10c. §$ 1.123: G 31/972 
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Jamaica [with reading a [Revised May 1972.] [1972.] 4 p. S. 40 seen. 
cation 8080.]) * Paper, 10c. S$ 1.128 : J 22/97 
are Republic of Uragu ay [with “gies a. [Revised Ma 1972.] fire] 
il. 4° ([ Publication 7857.1) * Paper, 10c. $11 7 Ur ee 
Spaniel Sahara [with reading list]. [Revised Apr. 1972.] (1972, 
({Publication 7905.]) * Paper, 10c. 123: * 8 2) zo 
State of Kuwait [with reading aS: [Revised July 1972.] 1072, 
({Publication 7855.]) * Pa ic. 123: 4 Poe/o72 
—— Arab Republic. [Revised May 1972.1 [1972.] 4 p. il. 4° ([Publication 
170.]) * Paper, 10c. $ 1.123: ¥ 3/972 


ciameniais and foreign service series. 

126. Biographic register [Department of State, U.S. Mission to United jeotiona, 
Agency for International Development, Action (Peace Corps), U.S. Arms 
Control and Disarmament Agenc;, U.S. Information Agency, orei Agri- 
cultural Service, Overseas Private Investment Corporation] July 1972, 
revised as of June 30, 1972 : os —s by Publishing and eproduction 
Services Division, Office of Operations]. [Revised July 1972.] [1972. 
vi+434+ [1] p. 40 ({Publication 7722.]) * Paper, $4.50. 5 °= eT 


General foreign policy series. @ Item 875 S 1.71: (nos.) 
15401 266. Current foreign policy : SALT agreements | and U.S. security interests. [Aug. 
1972.] 7 p. il. 4° ([Bublicat! on 8668]; Office of Media Services, Bureau 
of Public Affairs.) * Changi 10c. (S/N 4400-01430). 
15402 267. Current foreign policy hg: er structure. fAug oy | 7 F 
il. 4° ([Publ cation Seen iffice of Media Services, ureau of Public 
Fae ag [Based on text of address by Under Secretary of State John N. 
— ani National Foreign Policy Conference.] * Paper, 10c. (S/N 


International organization and conference series. 


15403 102. bey Motions in ’71, 26th : Assembly, pet. 21—Dec. 22, 1971, report 
[1972.] [12] p. narrow 8° f Publications 8664 ; 

Media’ Se rvices, Bureau Public Affairs. * Paper, 10c. (S/N fats 

01436). @ Item 882-B : 102 


Luncheon address by William P. Rogers, Secretary of State, to eating: 
wealth Club, San Francisco, Calif., July 18, 1972. [1972.]15p.4° ([PR] 
178.) f $ 1.106: R 68 


Treaties and other international acts series. * Paper, $15.00 a yr. (ap- 


proximately 150 issues), $7.00 additional for foreign mailing; single 

copies vary in price. (Issues of $1.00 or more are not furnished as part 

of the subscription.) @ Item 899 S 9.10 : (nos.) 

7313. —- to resolve mpm | boundary differences and maintain Rio Grande 
nD 


and Colorado River as international boundary between United States and 
Mexico, signed Mexico Nov. 23, 1970; — into force Apr. 18, 1972 | 
with exchange of notes signed Mexico Dec. 18 and 21 1970. £1972.) [2 
+75 p. 10 maps in pocket. | English and Spanish. ] * Baper, $ -50. 
L.C. card 72--603130 

7343. Cultural relations, exchan, and cooperation in scientific, technical, edu- 
cational, cultural and other fields in 1972-73, agreement between United 
States and Union of Soviet Socialist Republics, signed Moscow, Apr. 11, 
1972; [entered into force Apr. 11, 1972; effective Jan. 1972] with 
annexes. [1972.] 3} 447. p. English and Russian. oe Paper , 25. 
L.C. card 72-6029: 

7359. “oigued Ge jee agreement between United States and Guyana 

Georgetown June 8, 1972; [entered into force June 8, 19721. 
{ie O12) (23D * Paper, 10c. 
C. card 72-6 

7364. Atomic energy, cain for civil uses, agreement between United States 
and Republic of China, signed Washington, Apr. 4, 1972; [entered into 
force June 22, ut 4 [1972.] [2]+21 p. * Paper, 15¢ 
L.C. card 72-60805 

7372. Prevention of Pp mouth disease and rinderpest, agreement between 
United States and Costa Rica, effected by exchange of notes signed San 
José Apr. 5 and June 6, 1972; [entered into force June 6, 1972] with 
cooperative agreement between United States Department of Agriculture 
and Costa Rican Ministry of Agriculture and Livestock signed Warhing- 
ton, Jan. 31, 1972, and San Jose, Apr. 3, 1972. [1972.] 8 p. [English and 
Spanish.] * Paper, 10c. 
L.C. card 72-603003 


15410 World strength of Communist Party organizations, 24th annual report. 
1972 edition. [June 1972.] cover title, xii+159 p. il. 4° ([Publication 
8658] ; Bureau of Intelligence and Research.) ‘* Paper, $1.25. @ Item 
900-B ( Rev.) §$ 1.111: 972 
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STATISTICAL REPORTING ag Agriculture Dept. 
Washington, DC 2025 


15410A Hogs and pigs, June 1972 (U.S. and 10 corn belt States). June 28, 1972. 
12 p. 4° (MtAn 4 (6-72); Crop Reporting Board.) ¢ @ Item 24-H 
A 92.18/7 : 972-2 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE, 
Transportation Dept., Washington, DC 20553 


Report FAA RD (series). 

15411 72-46. a on altitude displays with annotated beegreney, final report ; 
[by] Jack J. waeoge, a ee tig cover title, vi+73 p 4° [Prep ared 
under project 07 by National ‘aviation ‘Facilities Expert- 
mental Center, Atlantic > tity, J.] @&Paper, $3.00. TD4.509:7 6 


TARIFF COMMISSION 
Washington, DC 20436 


15412 Certain plain-woven cotton fabrics, workers of Handley Mills, Inc., report 
to the President on investigation TEA—-W-147 under sec. 301(c) (2) of 
Trade expansion act of 1962. Aug. 1972. [2]+ii+6+27 p. 4° (TC 
publication 506.) [Some pages printed as leaves.] 7 TC 1.2: C 82/17 


15413 Hard-fiber and manmade-fiber rope, workers of Plymouth Cordage Com- 
pany, Plymouth, Mass., Division of Columbian Rope Company, report to 
the President on investigation TEA-—W-143 under sec. 301(c) (2) of 
Trade expansion act of 1962. Aug. 1972. [2]+iii+11+42 p. 4 (TC 
publication 507.) (Some pages printed as leaves.] f TC 1.2: H 21/2 


15414 Pentaerythritol from Japan, determination of no injury or likelihood 
thereof in investigation AA1921-96 under Anti-dumping act, 1921, as 


amended. Sept. 1972. cover title, 6 p. 4° (TC publication 508.) f 
T0181: P38 


Staff research studies. 
15415 4. United States East Buropean trade, considerations involved in granting most- 
favored-nation treatment to countries of Eastern Europe; by Anton F. 
Malish, jr. 1972. cover title, vi+110p.4° + 
L.C. card 72-602295 TC 1.37:4 
15416 Synthetic organic chemicals, United States production and sale of elas- 


tomers, 1971, preliminary. Aug. 1972. cover title, [1]+5 p. 4° 
TC 1.33/2: Bi 1/971 


15417 Synthetic organic chemicals, United States production and sales of organic 


pigments, 1971 preliminary. Aug. 1972. cover title, [1]+11 p.4° 7{ 
TC 1.33/2: P 62/971 


15418 Synthetic organic chemicals, United States production and sales of pesti- 
cides and related products, 1971, preliminary. Aug. 1972. cover title, 
(1]+11 p. 4° 7 TC 1.83/2: P 48/971 


15419 Synthetic organic chemicals, United States production and sales of plas- 


ticizers, 1971, preliminary. Sept. 1972. cover title, [1]+9p.4° f 
TC 1.33/2: P 69/971 


15420 Television yokes, tuners, and horizontal output transformers, and un- 
recorded magnetic tape, workers at RCA plants, Indianapolis, Ind., 
report to President on worker investigation THA-W-144 under section 
801(c) (2) of Trade Expansion Act of 1962. July 1972. [2]+ii+17+A42 
p. 4° (TC publication 502.) f TC 1.2: T 23/5 


15421 Vinyl handbags, J. Rudolph, Inc., New York, N.Y., report to President on 
investigation TEA-F-41 under sec. 301(c) (1) of Trade expansion act of 
1962. Aug. 1972. [47] p. 4° (TC publication 508.) + TC1.2:H 19/2 


15422 Welded-wire mesh from Belgium, determination of no injury or likelihood 
thereof in investigation no. AA1921-94 under antidumping act, 1921, as 


amended. July 1972. cover title, 5 p. (TC publication 497.) f 
TC 1.381: M56 
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15423 Women’s dress shoes, U.S. Shoe Corp., Cincinnati, Ohio, report to Presi- 
dent on worker investigation TEA—W-146 under sec. 301(c) (2) of Trade 
expansion act of 1962. Aug. 1972. [34] p. 4° (TC publication 504.) + 

TC 1.2: Sh 7/19 


TECHNOLOGY TRANSFER, Environmental Protection Agency 
Washington, DC 20460 


Nots.—HBstablished as part of Environmental Protection Agency in Sept. 1971. 


15424 EPA helps METRO [Municipality of Metropolitan Seattle] transfer tech- 
nology into clean water. [Nov. 1971.] cover title, 12 p. il. oblong 32° 
[Some illustrations are colored.] f EP 7.2: M56 


15425 Indian Creek Reservoir, a new fishing and recreational lake from reclaimed 
wastewater. [1972.] [4] p. il. 4° [Some illustrations are colored.] ¢ 
EP 7.2: In2 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


15426 Program to simplify and cut costs of commodity descriptions and coding. 
May 1972. cover title, 6 leaves. (Office of Facilitation, Assistant Secre- 
tary for Policy and International Affairs.) t TD1.2:C7%/ 


15427 Reduced shipping losses through better managed documentation. June 
1972. iii+8 p. 4° (Inter-Agency Committee on Transportation Security, 
Cargo Accountability and Documentation.) tf TD 1.2: Sh6 


15428 Study of hazardous materials information needs and identification systems 
for transportation purposes, final report [with bibliographies; prepared 
by] Design and Development Center, Northwestern University, [Evans- 
ton, Ill.]. May 1972. cover title, xii+-171 p. il. 4° (Report TSA-20-72-4.) 
[Contract DOT-OS-10042.] Paper, $3.00. TD 1.2: H 33/2 


TREASURY DEPARTMENT 
Washington, DC 20220 


15429 Currency and foreign transactions reporting act, statute, regulations, and 
forms. June 1972. cover title, iii+27 p. 4° (Office of the General Coun- 
sel.) * Paper, 35c. (S/N 4801-0008). ©@ Item 926 T1.10: C93 


15430 Customs bulletin, Treasury decisions under customs and other laws: v. 5, 
Jan.—Dec. 1971. 1972. v+613 p. [Includes T.D. nos. 71-1-71-300.] 
* Cloth, $4.00 (S/N 4800-0195). @ Item 927 T1.11/4:5 


15431 Remarks of Charles E. Walker, Deputy Secretary of Treasury, before 
Senior Management Seminar of National Bankers Association, Atlanta, 
Ga., July 21, 1972. [1972.] 9+-[1] p. (8-25) f T 1.31: W 151/20 


UNITED STATES INFORMATION AGENCY 
Washington, DC 20547 


15432 United States Information Agency, 37th semiannual report to Congress, 
July—Dee. 1971. [1972.} cover title, 16 p.il.4° ¢ @ Item672-B 
IA 11: 37 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


15433 How to wrap and send parcels. [June 1972.] [6] p. il. sees 8° ([Notice 
117.]) + @ Item 837 P1.2: P 21/14 


15434 Overseas military and international mail. [June 1972.] [7] p. il. ope 
116.]) + @ Item 837 P1.2:Ov2 


15485 Revenue and cost analysis, fiscal year 1971. [July 17, 1972.] cover title, 
ii+19 p. oblong 8° (Support Group.) * Paper, 35c. (S/N 3901-007). 
@ Item 844 P 4.6: 971 
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15436 Stamp collecting can be fun. [June 1972.] [8] p. il. narrow 8° ([Notice 
121.]) ¢ @ Item 837 P1.2: St 2/6 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


15437 Evaluation of USTS pavilion at Man and His World [exposition] in 
Montreal, June—Sept. 1971; prepared by Survey Research Sciences, Inc., 
Dallas, Tex. Oct. 1971. [2]+150 p. 4° (Office of Research and An- 
alysis.) f C 47.2: M 31/971 


15488 Selling the USA, 16th program report, United States Travel Service, an- 
nual report of Secretary of Commerce, Jan.—Dec. 1971. [July 1972.] 
[4]+28 p.il.4° * Paper, 50c. (S/N 0312-00014). @ Item 271-A 

C 47.1: 971 


URBAN MASS TRANSPORTATION ADMINISTRATION, 
Transportation Dept. 
800 Independence Ave. SW., Washington, DC 20590 


15438 Preservation of railroad rights-of-way into central city areas for future 
transportation use. May 1972. cover title, [3]+16 p. 4° t TD7.2:R13 


VETERANS ADMINISTRATION 
Washington, DC 20420 


[Guide] G—(series). 
15440 G14, M-2, pt.13. Program guide, Central Office Library : [Basic list of books and 
journals for Veterans Administration medical libraries]. 
{1971 revision.] July 31, 1972. iv+35 p. 4° (Department 
of Medicine and ee: J ee = Aug. 15, 1967 edition. 
Issued with perforations. ] m 98 
af Ova G-14/M-2,pt.13/rev. 


[Information bulletins] 1B (series). ¢ @ Item 986-A VA41.22:(nos.) 


11-27. Spinal cord injury, selected bibliography supplement, 1966-70; [compiled 
by Muriel McKenna and Irene Jacobs]. Jan. 1972. cover title, iii+100 
p. 4° (Central Office Library.) 

11-29. be Nie story, Veterans Administration Voluntary Service. June 1972. 


13-5. Let’s do business, Veterars , or ree Marketing Center, P.O. Box 
76, Hines, IL 60141. 1972. [2]+9 p. il. oblong 24° ([Supply Service, 
Department of Medicine and Surgery.]) 


VA pamphlet. 

05-27. These are yours: Salary, life insurance, opportunity for promotion, cash 
for ideas, retirement benefits, financial protection against sickness, acci- 
dent, unemployment, vacations and holidays with pay. Revised May 
1972. ({1972.] 16 p. il. * Paper, 15c. (S/ 5100-0061). @ Item 988 

VA 1.19 : 05—-27/3 


WAGE AND HOUR DIVISION, Labor Dept. 
‘Washington, DC 20210 


15445 Federal labor laws [looseleaf system containing laws administered by 
Wage and Hour Division with regulations and interpretations], trans- 
mittal 1. [Apr. 4, 1972.] [114] p. 4° * Paper, $12.00 (including basic 
book and suppiementary material for an indefinite period) ; $4.00 addi- 
tional for foreign mailing. @ Item 778-B L 36.205/2: 971/trans.1 


WATER PROGRAMS OFFICE, Environmental Protection Agency 
Rockville, MD 20852 


15446 Biology of water pollution, collection of selected papers on stream pollu- 
tion, waste water, and water treatment [with bibliographies] ; compiled 
by Lowell E. Keup, William Marcus Ingram, [and] Kenneth M. Macken- 
thun. 1967. [1]+ii+[2]+290 p. il. 4° f 167.2: B 52/4 
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15447 Confereace, pollution of navigable waters of Moriches Bay and eastern 
section of Great South Bay and their tributaries, proceedings, 2d session, 
Patchogue, N.Y., June 21, 1967 [with bibliography]. [1967.] cover title, 
14E-+5 -134 p. il. map, 4° + I 67.2: M 82/967 


15448 Environmental requirements of blue-green algae [with lists of references] 
proceedings of symposium, jointly sponsored by University of Washing- 
ton and Federal Water Pollution Control Administration, Pacific North- 
west Water Laboratory, Sept. 23-24, 1966. Oct. 1967. v+111 p. il. 4° ¢ 

1 67.2: B 62/2 

Oil and hazardous material program series. 
L.C. card 72-603133 

15449 OHM 72 05 002. 
Regulations, practices and plans for prevention of spills of 
oil and hazardous polluting substances [witer pollution con- 
trol], v. 1 [with list of references]; prepared by A. B. 
Wechsler, J. I. Stevens, P. A. Huska, Arthur D. Little, Inc., 
Cambridge, Mass. Oct. 1971. vi+201 p. [Prepared under 
contract 14—12-950 for Division of Oil wy Hazardous Ma- 


terials.] * Paper, $1.75. @ Item 473—A 
EP 211 : OHM 72 05 002 


Pesticide study series. (Applied Technology Division, Rural Wastes 
Branch.) @ Item 498—A-1 EP 2.25: (nos.) 
15450 2. Use of pesticides in suburban homes and gardens and their impact on aquatic 
environment [with lists of literature anes. May 1972. [ 509] p. 4° 
[Study prepared under contract 68—01-0119 awarded by OWP. as part of 
Pesticides study (sec. 5(1) (2) PL 91-224) to Ryckman, Edgerley, mlin- 

son aad Associates, me ] * Paper, $3.50. 

L.C. ecard 72—602963 

15451 3. Use and effects of pesticides for rengelend sagebrush control [with lists of 
references]. May 1972. [3]+v+1 add p. iL 4° [This study is result 


of contract 68—01—0128 awarded by OWP as part of pesticides study (sec. 5) 
(1) (2) P.L. 91-224) to Midwest Research Institute.}] * Paper, $1.50. 
L.C. card 72—602879 
15452 ~=sé5sz. Te potential in pesticide manufacturing. June 1972. viii+S—18+ 250 
a. 4» (Technical ane r -y* TS—00—72-04.) [This study is result of 
t 69-01-0142 awarded WP as part of Pesticides ney (Sec. 
Su) 2) P.L. saree’ to Midwest Pasamindh Institute.] * Paper, $2. 


L.C. card 72-60 
15453 Pollution implications of animal wastes, forward oriented review [with 
list of references] ; by Raymend C. Loehr. July 1968. [4]-++x-+175 p. il. 4° 
[Prepared for Research program, Robert S. Kerr Water Research Cen- 
ter, Ada, Okla.] f¢ I 67.2: An5/3 
15454 Report on review and evaluation of water quality programs in Montana. 
Sept. 1970. [3]+21-+58 leaves, il. 4° (Missouri Basin Regional Office, 


Kansas City, Mo. and Northwest Regional Office, Portland, Oreg.) f 
1 67.2: M 76 


15455 24 International Symposium for Waste Treatment Lagoons [with bibliog- 
raphies] sponsored by Missouri Basin Engineering Health Council & 
Federal Water Quality Administration, June 23-25, 1970, Kansas City, 
Mo.; [edited by Ross E. McKinney]. [1970.] cover title, 404 p. il. 4° 
+ Ross E. McKinney, 217 Nuclear Reactor Center, University of Kansas, 
Lawrence, KS 66044 I 67.2: W 28/6 

15456 South Platte River Basin irrigation of vegetables with sewage-polluted 
water. Nov. 1967. [94] p. il. 4° (PR-12; South Platte River Basin 
Project, Denver, Colo.) f I 67.2: So 8/8 


15457 Subsurface water pollution, selective annotated bibliography. Mar. 1972. 
(Division of Applied Technology, Water Quality Protection Branch, 
Fresh Water Pollution Section.) [Produced in cooperation with Water 
Resources Scientific Information Center, Office of Water Resources Re- 
search, Interior Dept. ©& Paper, each, $3.00. 
L.C, card 72—603163 EP 2.27 : Su 1/pt.1-3 
pt. 1. Subsurface waste injection. Putts Sl. —¢ P 4° 


pt. 2. Saline water intrusion. [1] +[(5]+ Paty 
pt. 3. Percolation from surface sources. [1] Ans § 7] +162 p. 4° 
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15458 Trace metals in waters of United States, five-year summary of trace metals 
in rivers and lakes of United States (Oct. 1, 1962—Sept. 30, 1967) [with 
bibliography ; by] John F. Kopp [and] Robert C. Kroner. [1967.] [218] 
p. iL oblong 12° (Division of Pollution Surveillance, Cincinnati, 
Ohio.) ft 1 67.2: T 67/962-67 


WHITE HOUSE CONFERENCE ON AGING 
Washington, DC 20004 


15459 Recommended for action: Asian American elderly. Cee) cover title, 
iv+6 p. 4° * Paper, 25c. @ Item 1088 Y3.W 58/4: 2 As4 


WOMEN’S BUREAU, Labor Dept. 
Washington, DC 20210 


Leaflet. 
15460 37. Who e working anny [with list of su ted references]. 
1972. rier 9 p. narrow 8° * Paper, 10c. (8/N 2916-0007). 


@ Item 
L 86.110 : 37 
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GOVERNMENT PRINTING OFFICE BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent of 
Documents, Government Printing Office, there are also 13 retail bookstores out- 
side of Washington, D.C., each of which have in stock approximately 1,000 of our 
most popular titles. You are invited to stop in any time. The locations of these 


stores are shown below: 


Government Printing Office 

710 North Capitol Street 

Washington, D.C. 20402 

Telephone: Area code 202—783-—3238 


Forrestal Bookstore 

Room 1—J—001 

James Forrestal Building 

1000 Independence Ave. 

(L’Enfant Plaza) 

Washington, D.C. 20407 

Telephone: Area code 202—-426-7937 


Department of Commerce, Lobby 

14th and Constitution Avenue NW. 
Washington, D.C. 20230 

Telephone: Area code 202—-967-—3527 


Atlanta Bookstore 

Room 100, Federal Building 

275 Peachtree Street NE. 

Atlanta, Georgia 30303 

Telephone: Area code 404—-526—6947 


Birmingham Bookstore 

Room 102A, 2121 Building 

2121 Eighth Avenue North 
Birmingham, Alabama 35203 
Telephone: Area code 205—-325-—6056 


Boston Bookstore 

Room G25, John F. Kennedy Federal 
Building 

Sudbury Street 

Boston, Massachusetts 02203 

Telephone: Area code 617—223-6071 


Canton, Ohio Bookstore 

Federal Office Building 

201 Cleveland Avenue SW. 

Canton, Ohio 44702 

Telephone: Area code 216—455-—8971 


Chicago Bookstore 

Room 1463—14th floor 

Everett McKinley Dirksen Building 

219 South Dearborn Street 

Chicago, Illinois 60604 

Telephone: Area code 312—-353-—5133 





Dallas Bookstore 

Room 1046 

Federal Building—U.S. Courthouse 
1100 Commerce Street 

Dallas, Texas 75202 

Telephone: Area code 214—-749-1541 


Detroit Bookstore 

Room 229, Federal Suilding 

231 W. Lafayette Blvd 

Detroit, Michigan 48226 

Telephone: Area code 313—-226—7816 


Denver Bookstore 

Room 1421 

Federal Building——U.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80292 

Telephone: Area code 303-—837-—3965 


| Kansas City Bookstore 
, Room 135, Federal Office Building 


601 East 12th Street 
Kansas City, Missouri 64106 
Telephone: Area code 816—374-—2160 


Los Angeles Bookstore 

Room 1015, Federal Office Building 
300 North Los Angeles Street 

Los Angeles, California 90012 
Telephone: Area code 213—688-—5841 


New York Bookstore 

Room 110 

26 Federal Plaza 

New York, NewYork 10007 
Telephone: Area code 212—264~—3826 


Philadelphia Bookstore 

U.S. Post Office and Courthouse 

Main Lobby 

Ninth and Chestnut Streets 
Philadelphia, Pennsylvania 19107 
Telephone: Area code 215—597—0677 


San Francisco Bookstore 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: Area code 415—556—-6657 
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